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FORWARD 


The last Radio Frequency Radiation Dosimetry Handbook was published in October 
1986. Its purpose was to provide a convenient compilation of information contained in the 
previous editions with updated tables of fresh data and new information. The idea of producing a 
radio frequency radiation dosimetry handbook grew out of conversations in the early 1970s with 
Professor Curtis C. Johnson, Chairman of Bioengineering at the University of Utah, Mr. John C. 
Mitchell, and Mr. Stewart J. Allen both of the United States Air Force School of Aerospace 
Medicine (USAFSAM) located then at Brooks Air Force Base, Texas. Thus, the first and 
subsequent editions were published under the watchful eyes of Professor Johnson, Mr. Mitchell, 
Mr. Allen, Lieutenant Luis Lozano, and Mr. William D. Hurt. 

This latest installment of the Radio Frequency Radiation Dosimetry Handbook (Fifth 
Edition) owes its beginning, compilation, and existence to the diligent and steadfast efforts of Dr. 
Patrick A. Mason. Its purpose is to keep the current information from former additions with 
updates in research from the direct current (DC) range of the spectrum into the new region of 
Terahertz (THz) radiation. During the compilation of this work into the Fifth Edition, Dr. John 
A. Leonowich passed away and Dr. Eleanor R. Adair retired and to their tireless efforts on behalf 
of the safety of countless millions around the world, this Radio Frequency Radiation Dosimetry 
Handbook (Fifth Edition) is dedicated. 

Chapter 1 by Professor Om P. Gandhi, -Numerical Dosimetry - Modeling from Low-to- 
High Frequencies (0-3 GHz),” is written to address the importance of computational and 
experimental techniques developed for bioelectromagnetic problems for far-field and near-field 
exposures. Professor Gandhi illustrates the use of these techniques to calculate currents induced 
in the human body by electromagnetic fields and for specific absorption rate calculations from 
real world examples like handheld mobile telephones, wireless laptops and base stations, as well 
as low-frequency electronic article surveillance systems. In Chapter 2, -Experimental Radio 
Frequency Dosimetry,” Mr. Stewart Allen describes the physical process required to achieve 
useful biological effects data and underscores the three conditions that are necessary to obtain 
accurate measurements of the biological response, accurate measurements of the radio frequency 
fields over the exposure volume in terms of incident field, and accurate measurement of the 
Specific Absorption Rate (SAR). Mr. Allen underscores the need for extrapolation from 
experimental data and equivalent human exposure, to complete the planning process before any 
dosimetry is initiated in order to maximize an outcome. 

Dr. Andrei Pa kh omov illuminates the proper techniques employed in the measurement of 
high-intensity short pulse radio frequency field exposures in Chapter 3, -A Practical Guide to 
High-Resolution Thermometry and Microdosimetry in Pulsed Electromagnetic Fields.” Here Dr. 
Pakhomov describes the method of local SAR measurement which he states, — .has proven to be 
fast, accurate, and reliable and it is likely to produce valid data whenever a temperature plateau 
after a pulsed exposure can be reliably detected.” In Chapter 4, -Review of Literature on 
Biological Effects of High Peak Power (HPP) Pulses, Electromagnetic Pulse (EMP), and Ultra- 
Wideband (UWB) Pulses,” Dr. Ronald Seaman reviews the past and current literature. His 
material is divided into three main sections, HPP pulses, EMP, and UWB pulses. Each section is 
divided into subsections for in-vivo and in-vitro effects and the subsections in turn are divided 

vii 

DISTRIBUTION A: APPROVED FOR PUBLIC RELEASE; DISTRIBUTION UNLIMITED. 

PUBLIC AFFAIRS CASE NO. 11-069 


into parts for acute, a few-pulses of exposures, and subchronic to chronic exposures involving 
many pulses. 

From a more direct point of view, Dr. Eleanor Adair presents -Thermoregulation and 
Thermal Modeling” in Chapter 5 and describes how radio frequency radiation may be regarded 
as part of the thermal environment to which humans and others may be exposed. Dr. Adair 
shows how heat is actively produced in the body through metabolic processes and may also be 
passively generated in body tissues by the absorption of radio frequency energy. She states that 
-the balance between the production and loss of thermal energy is so efficiently regulated by 
behavioral and autonomic responses that minimal variation occurs in the core body temperature 
of an endotherm.” In Chapter 6, -Thermal Modeling,” Professor David Nelson shows in great 
mathematical detail how a thermal model can be an invaluable tool for assessing thermal effects 
of RF radiation in humans and animals. He shows how there is some very significant limitations 
and drawbacks to the use of models in RFR dosimetry and that models are only as good as the 
data on which they are based. He states that, -Ultimately, any model must be validated by 
comparison and calibration with accepted experimental results.” 

Chapter 7, -Modeling Thermal Response of Tissues Irradiated with Radio Frequency 
Energy,” written by Professor Kenneth Foster considers models for estimating the thermal 
response of tissue to exposure to RFR and reviews the thermal dose concept, SAR, for predicting 
tissue damage. The focus here is on applications to relevant dosimetry for safety analysis and his 
discussion excludes heat transfer of in vitro exposure systems, or heat transfer in tissues in which 
a boiling of tissue water or thawing frozen tissue may occur. In Chapter 8, -Response to RF 
Overexposure,” Professor Marvin Ziskin summarizes the biological consequences of exposure to 
radio frequency, electromagnetic energy for the health care provider. It provides guidance for 
the proper management of overexposures, where Professor Ziskin defines an overexposure as an 
exposure to radio frequency radiation in excess of national safety limit standards. 

Dr. John Leonowich provides information necessary for field assessment in terms of 
exposure to fields operating between 3 kHz to 300 GHz. In Chapter 9, -Personal Exposure 
Indicators for Electromagnetic Fields 3 kHz -300 GHz,” the identification and control of man¬ 
made sources of all forms of non-ionizing radiation is highlighted as a high priority of radiation 
safety professionals. Here Dr. Leonowich considers radio frequency radiation (RFR) to cover 
the frequencies from 3 kHz to 300 MHz, and microwaves from 300 MHz to 300 GHz. In 
Chapter 10, -RF Alerting Signs,” Mr. Richard Tell describes hazard communication as the single 
most effective factor in maintaining safety in hazardous environments. He shows how such 
communications can take the form of written or verbal information or some form of safety 
awareness training. Mr. Tell describes how safety signage represents a common form of 
communication across a wide range of potential hazards and this applies equally to radio 
frequency environments. 

Chapter 11, -Current Status of EMF Standards and Handbooks - Information for the 
General Public,” written by Professor Dina Simunic is where information on EMF standards of 
48 countries are collected and presented. Further, information on published handbooks, reports, 
pamphlets, and fact sheets for the general public are presented. Chapter 12, -Radio 
Frequency/Microwave Safety Standards,” written by Mr. Ron Petersen describes radio frequency 
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radiation safety standards nationally and internationally from 1948 to the present day. Here he 
describes how contemporary science-based RF/microwave safety standards and guidelines are 
based on in-depth evaluations and interpretations of the extant scientific literature. He educates 
us that those RF safety standards updates are an on-going process and, as such, the 
recommendations in terms of safe limits of exposure evolve as the research becomes more 
focused and the quality of the research improves. Mr. Petersen notes that -The simple single 
value frequency-independent limit proposed more than five decades ago has evolved into the 
sophisticated rather complex standards and guidelines now used throughout the world.” Finally, 
Chapter 13, -Terahertz-Frequency Bioeffects: Models and Standards,” written by Dr. Robert 
Thomas and co-workers note that in the employment of new systems, safety is of interest to 
application developers as output limitations affect performance. Dr. Thomas notes that exposure 
limits for the 100-GHz to 10-THz frequency band fall within the overlapping ranges of laser 
safety limits and radio frequency limits and lacking any real scientific data presents the first 
theoretical consideration to safety by comparing data from theory to extrapolated safety 
standards for laser and RF. Dr. Thomas and his colleagues 4 work in Chapter 13 represent the first 
accounting for THz radiation safety concerns. 


WILLIAM P. ROACH, Ph.D., CHP 
Senior Science Advisor 
Radio Frequency Radiation Branch 
Brooks City-Base, Texas 
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Radio Frequency Radiation Dosimetry Handbook 
(Fifth Edition) 


Chapter 1. Numerical Dosimetry - Modeling from Low-to-High Frequencies (0-3 GHz) 

Om P. Gandhi 

Department of Electrical and Computer Engineering 
University of Utah, Salt Lake City, Utah 84112-9606 

gandhi@ece.utah.edu 


1.1 Introduction 

Electromagnetic fields are being increasingly used for many new and rapidly expanding 
applications. In addition to the traditional uses from domestic electrical power to broadcasting to 
microwave radar, some of the newer applications are for wireless telephones, wireless local-area 
networks (WLANs), electronic security systems, etc. Hardly a year goes by without a new 
application of electromagnetic (EM) fields for use by the public. This also creates public 
concern about the safety of these EM fields. 

Fortunately, there are expert committees in many countries and some international 
committees that examine the human safety issues and suggest exposure levels that may not be 
exceeded. Most of the recently revised safety standards for exposure to electromagnetic fields 
are set in terms of limits of internal rates of electromagnetic energy deposition (Specific 
absorption rates or SARs) at radio frequency (RF) and microwave frequencies and of induced 
current densities for the various tissues at lower frequencies up to 10 MHz (IEEE, 1999; 
ICNIRP, 1998). Since 1996, the U.S. Federal Communications Commission (FCC) has required 
wireless systems such as portable handsets, wireless laptops and base stations to comply with 
radiofrequency radiation safety guidelines (U.S. FCC, 1996). Requirements for SAR 
certification for personal wireless devices and compliance with induced current density limits for 
low-frequency electronic article surveillance (EAS) systems (from a few Hz to a few MHz) have 
also been initiated in the European Union, Canada, Australia/New Zealand, Japan, and several 
other countries. 

Over the last 30 years, increasingly sophisticated computational and experimental 
techniques have been developed for determination of SAR distributions or induced electric fields 
and current densities in anatomically-based models of the human body with present-day voxel 
resolutions on the order of 1-3 mm (Gandhi, 1995; Gandhi, Lazzi & Furse, 1996; Okoniewski & 
Stuchly, 1996). With the computational resources available today, even finer submillimeter 
resolutions are also possible provided the exposure is highly localized to smaller volumes of the 
body. 
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In this chapter, we discuss the important computational and experimental techniques 
developed for bioelectromagnetic problems both for far-field and near-field exposures. We 
illustrate the use of these techniques to calculate currents induced in the human body by 
electromagnetic fields (EMFs) and for calculation of SARs by using examples of some recent 
applications such as safety compliance testing of microwave devices e.g., handheld mobile 
telephones, wireless laptops and base stations; and of low-frequency EAS systems. 

1.2 Safety Standards 

The most commonly-used safety standards at the present time are the ANSI/IEEE C95.1 
(IEEE, 1999) and ICNIRP (1998). The basic restrictions for both of these standards are in terms 
of induced current densities (or electric fields) at lower frequencies up to a few megahertz (MHz) 
and SARs at higher frequencies up to a few gigahertz (GHz). The basic restrictions for 
frequencies up to 10 GHz prescribed in the ICNIRP standard (ICNIRP, 1998) are given in Table 
1 - 1 . 


Table 1-1. ICNIRP basic restrictions for time-varying electric and magnetic fields for frequencies up to 10 
GHz (ICNIRP, 1998).* 


Exposure 

Frequency range 

Current density Whole-body 
J for head average SAR 

and trunk W/kg 

mA/m 2 (rms) 

Localized 
SAR for 
head and trunk 
W/kg 

Localized 
SAR (limbs) 
W/kg 

Occupational 

Up to 1 Hz 

40 

— 

— 

— 

exposure 

1-4 Hz 

40// 

— 

— 

— 


4 Hz-1 kHz 

10 

— 

— 

— 


1-100 kHz 

//100 

--- 

--- 

--- 


100 kHz-10 MHz 

//100 

0.4 

10 

20 


10 MHz-10 GHz 

— 

0.4 

10 

20 

General 

Up to 1 Hz 

8 

_ 

_ 

_ 

public 

1-4 Hz 

8// 

— 

— 

— 

exposure 

4 Hz-1 kHz 

2 

--- 

--- 

--- 


1-100 kHz 

//500 

--- 

--- 

--- 


100 kHz-10 MHz 

//500 

0.08 

2 

4 


10 MHz-10 GHz 

— 

0.08 

2 

4 


* Note: 

1. /is the frequency in Hertz. 

2. Current densities J should be averaged over a cross section of 1 cm 2 perpendicular to the 
direction of induced current. 

3. Localized SAR averaging mass is any 10 g of contiguous tissue. 

The IEEE safety standard (IEEE, 1999), on the other hand, is given in terms of maximum 
permissible exposures (MPE) of incident external fields for controlled and uncontrolled 
environments corresponding to occupational and general public exposures, respectively. The 
IEEE MPEs are given in Table 1-2 for controlled and uncontrolled environments, respectively. 
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Table 1-2. The IEEE maximum permissible exposure limits for controlled (occupational) and uncontrolled 
(general public) environments (IEEE, 1999).* 


Frequency 

range 

MHz 

Controlled environments 

(Occupational) 

Uncontrolled environments 
(General public) 

E 

V/m 

H 

A/m 

Power 

density 

mW/cm 2 

E 

V/m 

H 

A/m 

Power 

density 

mW/cm 2 

0.003-0.1 

614 

163 


614 

163 


0.1-3.0 

614 

16.3// 


614 

(up to 1.34 MHz) 
823.8// 

(from 134-3.0 MHz) 

16.3// 


3-30 

1842// 16.3// 

— 

823.8// 

16.3// 

— 

30-100 

61.4 

16.3// 

— 

27.5 

158.3//- 668 

— 

100-300 

61.4 

0.163 

1.0 

27.5 

0.0729 

02 

300-3000 

— 

— 

//300 

— 

— 

//1500 

3000-15,000 

— 

— 

10 

— 

— 

//1500 

15,000-300,000 

— 

— 

10 

— 

— 

10 


* Note: / is the frequency in MHz. 


As for the ICNIRP standard, the underpinning, here too, is in terms of whole-body 
average and localized SAR. For frequencies between 0.1 and 6000 MHz (6 GHz), the whole- 
body average SAR limits of 0.4 W/kg for controlled environments and 0.08 W/kg for 
uncontrolled environments are identical to those in the ICNIRP standard (see Table 1-1). In this 
same frequency range, the peak local SAR for any 1-g of tissue (defined as a tissue volume in the 
shape of a cube) should not exceed 8.0 and 1.6 W/kg for the head and trunk regions for 
controlled and uncontrolled environments, respectively. Both of these values are somewhat 
lower and only 80% of the peak local SARs of 10.0 and 2.0 W/kg suggested by ICNIRP for 
occupational and general public exposures, respectively. Another distinction between these two 
widely-used safety standards is that whereas the peak SARs are to be calculated (or measured) 
for any 1-g of tissue for the IEEE standard, a considerably larger averaging weight of 10-g of 
tissue is suggested by the ICNIRP standard for the tissues of the head and trunk. However, the 
peak local SARs for the limbs i.e., arms and legs are identical in both the IEEE and ICNIRP 
standards. The peak local 10-g averaged SARs in both of the standards are 20.0 and 4.0 W/kg 
for occupational and general public exposures, respectively. 

As seen in Table 1-1 for the ICNIRP standard, for low-frequency exposures up to 10 
MHz, the basic restrictions are in terms of maximum induced current densities averaged over a 
cross section of 1 cm 2 perpendicular to the current direction. The IEEE has recently created a 
standard for safety levels with respect to human exposure to electromagnetic fields 0-3 kHz 
(IEEE, 2002). In this standard, the basic restrictions are prescribed in terms of induced electric 
fields for the various regions of the body i.e., brain, heart, hands, wrists, feet and ankles, and all 
other tissues. The basic restrictions of induced electric fields should not be exceeded for any 5 
mm length in any direction within the respective tissues. 
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The IEEE standard (1999) is used in the United States and a slightly modified version is 
used in Canada. The ICNIRP standard (1998) is used in the European Union and slightly-altered 
versions of this standard are used in Australia/New Zealand, Japan, Korea, and in many other 
countries. In any case, from the discussion of this section, it is clear that safety assessment of the 
various electromagnetic devices or environments involves determination of induced electric 
fields or current densities at low frequencies up to a few MHz and of whole-body average and 
peak 1- or 10-g tissue-averaged SARs at the higher frequencies. 


1.3 Computational Techniques for High Frequencies 

1.3.1 The FDTD Method with Uniform or Expanding Grid 

The finite-difference time-domain (FDTD) method is extremely versatile for 
bioelectromagnetic problems. FDTD has been used for modeling whole-body or partial-body 
exposures due to spatially uniform or nonuniform near- or far-fields that are sinusoidally varying 
or transient in nature (Gandhi, 1995; Taflove & Brodwin, 1975; Spiegel, Fatmi, & Kunz, 1985; 
Sullivan, Gandhi, & Taflove, 1988; Chen & Gandhi, 1991). The latter includes the fields 
associated with an electromagnetic pulse (EMP). 

In this method, the time-dependent Maxwell's equation is given by 


„ ^ dU 

V x E = — u — 

P 8t 

(1) 

dE 

V x H = aE + e— 

a 

(2) 


are implemented for a lattice of subvolumes or Yee space cells that may be cubical or 
parallelepiped with different dimensions Ax, Ay, and Az in the x, y, and z directions, 
respectively. The components of E and H are positioned about each of the cells at half-cell 
intervals and calculated alternately (leapfrogged) with half-time steps (At/2). The details of the 
method are given in several of the above-referenced publications and books (Kunz & Luebbers, 
1993; Taflove & Hagness, 2000) and are, therefore, not repeated here. 

In the FDTD method, it is necessary to represent not only the scatterer/absorber such as 
the human body or a part thereof, but also the electromagnetic sources, including their shapes, 
excitations, and so forth, if these sources are in the near-field region (Gandhi et al., 1996; 
Okoniewski & Stuchly, 1996). On the other hand, the far-field sources are described by means 
of incident plane-wave fields specified on a three-dimensional source "box" located typically 6 to 
10 cells away from the exposed body. The source-body interaction volume is subdivided into 
cells of the type shown in Figure 1-1. The interaction space consisting of several hundred 
thousand to several million Yee cells is truncated by means of absorbing boundaries. The 
penetrating fields are tracked in time for all cells of the interaction space. The computation is 
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considered to be completed when either both the E and H fields have died off for an impulsive 
excitation or, for a sinusoidal excitation, when the sinusoidal steady-state is observed for all cells 
within the interaction space. 



Figure 1-1. Unit cell of Yee lattice indicating positions for various field components. 


Even though a uniform FDTD grid has mostly been used for the bioelectromagnetic 
problems, an expanding-grid formulation has also been proposed by Gao and Gandhi (1992). 
For near-field sources, this offers the advantage of modeling the tightly coupled regions such as 
the ear and the proximal side of the head with a fine resolution (small cell size) while allowing 
cell sizes to increase gradually as one moves further away from the regions of primary interest. 
The expanding-grid algorithm allows different cell-to-cell expansion factors (typically 1.05-1.10) 
along the three coordinate axes, and can reduce by a factor of 4 to 10 the total number of cells 
needed to model a given volume as compared to a uniform grid formulation where the cells with 
the finest resolution are used throughout the volume. Some of the applications of the expanding 
grid FDTD method to date are for calculations of induced current and SAR distributions for a 
worker model exposed to an RF dielectric heater (Gandhi, Wu, Chen, & Conover, 1997) and for 
SAR distributions due to cellular telephones (Wiart, Chaillou, & Drago, 1997; Tinniswood, 
Lazzi, & Gandhi, 1999). Another potential application is for dosimetry of the human body at 
higher frequencies where the interior of the exposed body is relatively shielded and may, 
therefore, be modeled with coarser cells or ignored altogether. For all of these applications, the 
coupled fields diminish rapidly into the exposed parts of the body. By using smaller cell sizes on 
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the order of 0.25-1.0 mm for the coupled region, one can determine the SARs with higher 
precision and better model the irradiating source as well (for example, the personal wireless 
device, its antenna, and the feed region). 

Another approach to this problem of finer resolution for the higher SAR region is the use 
of subgridding (Okoniewski, Okoniewska, & Stuchly, 1997). Whereas a slowly expanding cell 
size with cell-to-cell expansion factors on the order of 1.05 to 1.1 are used in the expanding-grid 
formulation, a stepped expansion factor of two, and at times three, may be used in the 
subgridding method to represent the regions where the electromagnetic coupling is considerably 
lower. 


1.3.1.1 The Parallelized FDTD Code 

A parallelized FDTD code offers the advantages of scalability of memory size and speed 
to permit SAR calculations at increasingly higher frequencies where smaller grid-cell sizes are 
needed to resolve the wavelength within body tissues. Parallelized versions of the FDTD code 
have been developed for use on large parallel-processing machines such as IBM SP-2 
(Tinniswood, Furse, & Gandhi, 1998a, 1998b). Although the parallel FDTD code can be run on 
all of the 64 nodes of the machine, 8 and 16 nodes are routinely used for simulations involving 
the magnetic resonance imaging (MRI)-based anatomical model having 5.974 x 5.974 x 6.0-mm 
resolution. Thirty-two nodes are used for the larger, finer-grained anatomical models having 
1.974 x 1.974 x 3.0-mm resolution of the entire human body, or 0.9375 x 0.9375 x 3.0-mm 
resolution of the head and neck for mobile telephone simulations (Tinniswood et al., 1998a). A 
general simulation strategy is to first apply the lower-resolution FDTD models to pinpoint 
resonant frequencies, for example, and then apply the higher-resolution models to accurately 
calculate the SAR distributions at these frequencies (Tinniswood et al., 1998b). 

Availability of larger memory computers and improved FDTD codes have allowed SAR 
calculations for whole-body models with voxel resolutions of 1-2 mm (Tinniswood et al., 1998b; 
Dimbylow, 2002; Nagaoka et al., 2004). 

1.3.2 The Frequency-Dependent FDTD Method 

As previously mentioned, the frequency-dependent FDTD or (FD) 2 TD method is needed 
for short pulses where wide bandwidths are generally involved. Two general approaches have 
been used for the (FD) 2 TD method. One approach is to convert the complex permittivity from 
the frequency domain to the time domain and convolve this with the time-domain electric fields 
to obtain time-domain fields for dispersive material. This discrete time-domain method may be 
updated recursively for some rational forms of complex permittivity, which removes the need to 
store the time history of the fields and makes the method feasible. This method has been applied 
to materials described by a first-order Debye relaxation equation (Luebbers, Hunsberger, Kunz, 
Standler, & Schneider, 1990; Bui, Stuchly, & Costache, G., 1991; Sullivan, 1992), a second- 
order Lorentz equation with multiple poles (Luebbers & Hunsberger, 1992), and to a gaseous 
plasma (Luebbers, Hunsberger, & Kunz, 1991). 


6 

DISTRIBUTION A: APPROVED FOR PUBLIC RELEASE; DISTRIBUTION UNLIMITED. 
PUBLIC AFFAIRS CASE NO. 11-069 


A second approach is to add a differential equation relating the electric flux density D to 
the electric field E and solve this new equation simultaneously with the standard FDTD 
equations. This method has been applied to ID and 2D examples with materials described by a 
first-order Debye equation or second-order single-pole Lorentz equation (Joseph, Hagness, & 
Taflove, 1991), and to 3D sphere and homogeneous two-thirds muscle-equivalent man model 
with properties described by a second-order Debye equation (Gandhi, Gao, & Chen, 1992, 1993). 
In the following, we describe this differential equation approach, which has been used for 
induced current and SAR calculations for a heterogeneous model of the human body (Furse, 
Chen, & Gandhi, 1994). The time-dependent Maxwell's curl equations used for the FDTD 
method are: 


VxE = - 


5B 

di 



(3) 


VxH = 


<3D 

di 


(4) 


where the flux density vector D is related to the electric field through the complex permittivity 
£*(&)) of the local tissue by the following equation: 


D = 8*(co)E. (5) 

Since Equations 3 and 4 are solved iteratively in the time domain, Equation 5 must also be 
expressed in the time domain. This may be done by choosing a rational function for s*(co) such 
as the Debye equation with two relaxation constants: 


s*(co) = e 0 


s oo + 


^sl ^oo . S s2 ^oo 


- + - 


l + jcOTj l + jC0X 2 


Rearranging Equation 6 and substituting in Equation 5 gives 


D(w) = e*(«.)£(«,) = e 0 Ss + Hs s1 t 2 +s s2 Ti)-o>V 2 s„ e(m) 

l + jC0(T 1 +T 2 )-C0 2 T 1 T 2 

where the dc (zero frequency) dielectric constant is given by 

— ^sl ^s2 — ^oo • 


( 6 ) 


(7) 


( 8 ) 
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Assuming e JC0t time dependence, we can write Equation 7 as a differential equation in the time 
domain 

^2—2- + ( T l+ T 2)^- + D = £ o[ £ s E + ( £ sl T 2+ £ s2 T l)]^r + £ ooV2—2“ ' ( 9 ) 

dt ot ot dt z 

For the (FD) TD method, we need to solve Equations 3 and 4 subject to Equation 9. As in 
Gandhi et al. (1992, 1993), we write these equations in the difference form, solve Equation 9 to 

find E, Equation 3 to find H, and Equation 4 to find D at each cell location. The E — » H —» D 
loop is then repeated until the pulse has died off. 

1.3.2.1 Modeling of the Tissue Properties by Debye Equation with Two 
Relaxation Constants 


2 

For ultra-wideband calculations using the (FD) TD method, the measured properties for 
the various tissues have been fitted to the Debye Equation 6 with two relaxation constants 
(Gandhi et al., 1992, 1993; Furse et al., 1994). The measured properties of biological tissues 
(muscle, fat, bone, blood, intestine, cartilage, lung, kidney, pancreas, spleen, lung, heart, 
brain/nerve, skin, and eye) were obtained from (Dumey et al., 1978). Optimum values for 
S sb S s2» s oo> T i, and x 2 in Equation 6 were obtained by nonlinear least squares matching to the 
measured data for fat and muscle. All other tissues have properties falling roughly between these 
two. Optimum values shown in Table 1-3 for s sl , s s2 , and E rJ2 for all tissues were then obtained 

with ij and x 2 being the average of the optimized values for fat and muscle. This was done to 
facilitate volume averaging of the tissue properties in voxels of the heterogeneous man model. 
Having ij and x 2 constant for all tissues allowed linear (volume) averaging of the e values for 
each tissue in a given voxel to calculate s values for that voxel. The measured tissue properties 
and those computed from the Debye equation with Xj and x 2 being the average of fat muscle are 

shown in Figure 1-2 for fat and muscle. Similar agreements were also obtained for the other 
tissue types. 
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Figure 1-2. Fit of Debye equations with two relaxation constants (Equation 6) to measured tissue properties 
of (a) muscle and (b) fat (Furse et al., 1994). 
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Table 1-3. Debye constants for tissues (Furse et al., 1994). 
Tj = 46.2 ns 

X 2 =0.091 ns 

(average of optimum for fat and muscle) 


Tissue 

£oo 

£ sl 

S s2 

Muscle 

40.0 

3984 

59.1 

Bone/Cartilage 

3.4 

313 

7.1 

Blood 

35.0 

3563 

66.4 

Intestine 

39.0 

4724 

66.1 

Liver 

36.3 

2864 

57.1 

Kidney 

35.0 

3332 

67.1 

Pancreas/Spleen 

10.0 

3793 

73.9 

Lung (1/3 tissue) 

10.0 

1224 

13.1 

Heart 

38.5 

4309 

54.6 

Brain/Nerve 

32.5 

2064 

56.9 

Skin 

23.0 

3399 

55.6 

Eye 

40.0 

2191 

57.0 


1.4 Methods For Low Frequencies 

For exposures to EMFs from low-frequency sources such as power lines at 50/60 Hz, 
induction heaters and EAS devices in the kilohertz to megahertz range etc., several numerical 
techniques have been developed (Gandhi, 1995; Armitage, LeVeen, & Pethig, 1983; Gandhi, 
DeFord, & Kanai, 1984; DeFord & Gandhi, 1985; Gandhi & DeFord, 1988; Orcutt & Gandhi, 
1990; Gandhi & Chen, 1992; Baraton & Hutzler, 1995; Furse & Gandhi, 1998; Dawson & 
Stuchly, 1998; Dimbylow, 1998; Dawson, Caputa, & Stuchly, 1999; Gustrau, Bahr, Rittweger, 
Goltz, & Eggert, 1999; Stuchly & Dawson, 2000; Gandhi, Kang, Wu, & Lazzi, 2001; Gandhi & 
Kang, 2001; Li & Gandhi, 2005). These methods are the admittance and impedance methods 
(Armitage et al., 1983; Gandhi et al., 1984; DeFord & Gandhi, 1985; Gandhi & DeFord, 1988; 
Orcutt & Gandhi, 1990), the finite-element method (Baraton & Hutzler, 1995), the scalar 
potential finite-difference (SPFD) method (Dawson & Stuchly, 1998; Dimbylow, 1998; Dawson 
et al., 1999), and the finite-difference time-domain method with frequency scaling (Gandhi & 
Chen, 1992; Furse & Gandhi, 1998; Gustrau et al., 1999). At low frequencies, it is possible to 
treat exposure to electric and magnetic fields separately and the induced electric fields or current 
densities added vectorially for each of the voxels (DeFord & Gandhi, 1985; Stuchly & Dawson, 
2000). Using anatomically-based models with voxel resolutions of 1-6 mm, these methods have 
been used to calculate the induced electric fields and current densities for the various regions of 
the body. In the following, we describe the important aspects of some of the methods that have 
been used for bioelectromagnetic problems. 
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1.4.1 Impedance/Admittance Methods 


Two relatively similar methods based on the formulation of the exposed volume as a 
three-dimensional impedance network or as an admittance network were proposed in 1983/84 
and have been used for a number of low-frequency bioelectromagnetic problems over the years 
(Gandhi, 1995; Armitage et al., 1983; Gandhi et al., 1984; DeFord & Gandhi, 1985; Gandhi & 
DeFord, 1988; Orcutt & Gandhi, 1990; Gandhi et al., 2001; Gandhi, & Kang, 2001; Li & 
Gandhi, 2005). Because of duality of Kirchoffs laws of electrical engineering, either of the 
networks may be used to calculate the voltage or current distributions throughout the network. 

In both of these methods, the biological body or an exposed part thereof is represented by 
a three-dimensional (3D) of admittances or impedances whose individual values are obtained 
from the complex conductivities (cr+jcoe) for the various locations of the body. For example, 
the impedances for the various directions for the three-dimensional network can be written as 



S„Sp 



( 10 ) 


where i, j, k indicate the voxel index; m is the direction, which can be x, y, or z, for which the 
impedance is calculated; a^j ,k and Sm’ k are the conductivities and the electrical permittivities 
for the voxel i, j, k; 5 m is the thickness of the voxel in the m th direction; and 5 n and 5 p are the 
widths of the voxel in directions at right angles to the m th direction. 

In the impedance method formulation, it can be seen that the voxels need not be identical 
so that fairly thin features of the body can be modeled as well as the interfaces between the 
various tissues and organs. Also, the dielectric properties (ct, s) for a given voxel can be 
directionally dependent. The admittance network formulation is convenient to find the voltage 
distribution for the exposed tissue volume for cases where the source/s may be prescribed in 
terms of applied voltages. An example of this is the induced voltage or electric field distribution 
for hyperthermia using capacitive electrodes (Orcutt & Gandhi, 1990). The admittance method 
has been used for calculation of cardiac-induced endogenous fields throughout the human body 
(Hart & Gandhi, 1998). Recognizing the equivalence of magnetostatic and electrostatic circuits 
e.g., at kilohertz frequencies as regards to the corresponding magnetic and electric fields thus 
created (Li & Gandhi, 2005), the admittance network formulation has been used to calculate the 
leakage magnetic fields of a tapered gap ferromagnetic deactivator typical of some of the 
electronic article surveillance (EAS) systems (Li & Gandhi, 2005). 

The impedance method formulation has been found to be particularly useful for problems 
of exposure to spatially nonuniform magnetic fields for which the voltages or electromotive 
forces (EMFs) are induced for the various loops of the 3-D impedance network whose values are 
given by the following expression: 
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Using Kirchoffs current law, equations can be written for each of the nodes of the 3-D circuits 
such that the algebraic sum of the currents entering or leaving any node is zero. The 
simultaneous equations thus formulated are solved by using successive over-relaxation (SOR) 
technique. The x-, y-, and z-directed currents obtained for each of the voxel centers may be used 
to calculate the current densities J x ,J y ,J z ; the induced electric fields E x ,E y ,E z ; and the 

SARs, if needed. 

Using tissue-classified anatomically-based models with resolutions of 1 to 6 mm, some of 
the applications of this method are: calculation of SAR distributions for operator exposure to 
nonuniform magnetic fields of induction heaters (Gandhi & DeFord, 1988), induced current 
densities and SARs due to capacitive-type electrodes used for hyperthermia (Orcutt & Gandhi, 
1990), currents induced in the human body by electric and magnetic fields of electric blankets 
(Gandhi, 1995), current densities and electric fields induced by magnetic fields of EAS systems 
(Gandhi & Kang, 2001; Li & Gandhi, 2005), etc. 

1.4.2 FDTD with Frequency Scaling 

Because of the horrendous number of iterations, the FDTD method would be inapplicable 
for calculations at power-line as well as other low frequencies were it not for the quasi-static 
nature of the coupling as previously pointed out by Kaune and Gillis (1981) and Guy, Davidow, 
Yang and Chou (1982). Using a logic similar to these authors, the electric fields outside the 
body depend not on the internal tissue properties, but only on the shape of the body as long as the 
quasi-static approximation is valid, i.e., the size of the body is a factor of 10 or more smaller than 
the wavelength, and |cr+jcos|»cos 0 where a and s are the conductivity and the permittivity 

of the tissues, respectively, 00 = 2nf is the radian frequency, and e G is the permittivity of the 

free space outside the body. Under these conditions, the electric fields in air are normal to the 
body surface and the internal tissue electric fields are given from the boundary conditions in 
terms of the fields outside 


jcos 0 h • E air = (a +j©E)n • E tissue . (12) 

A higher quasi-static frequency f' may therefore be used for irradiation of the model and 
the internal fields E' thus calculated may be scaled back to frequency f of interest, e.g., 60 Hz. 
From Equation 12, we can write 


E 


tissue 


(0 = 


co (a' + jcos') 
of (a + jcos) 


El 


tissue 


(f’)3^E; iss ue(f') 


( 13 ) 


assuming that a + jcos = a at both f' and f. 
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This method has been shown to be very accurate for homogeneous or layered spheres 
(diameter = 33 cm) up to about 20 MHz (Gandhi & Chen, 1992). The fields (E'), which are 
calculated at the higher frequency (f') using frequency scaling, are several orders of magnitude 
higher than E, which would have been calculated at the low frequency (f), and therefore have 
less numerical round off error. 

To demonstrate usefulness of this frequency scaling technique, Gandhi and Chen (1992) 
used a full-scale anatomically-based model of the human body and a frequency f' of 5-10 MHz 
to reduce the computation time by orders of magnitude. Since in the FDTD method, one needs 
to calculate in the time domain until convergence is obtained (typically 3-4 time periods), this 
frequency scaling to 5-10 MHz for f' reduces the needed number of iterations by almost five 

orders of magnitude. At the higher irradiation frequency f', d = <5 (i.e., conductivities of the 
various tissues at 60 Hz). Furthermore, they assumed the incident E-field Ej(f') = 60 Ej(f)/ f' 

to obtain E t j ssue (f) at say Ej(f) = 10 kV/m. The incident magnetic field Hj(f') was similarly 

taken to be considerably lower (= 60 Hj(f)/f') to account for the fact that the induced current 

densities and internal electric fields are proportional to the frequency of the incident fields and 
would therefore be higher at the assumed frequency f'. 

Given in Figure 1-3 are the calculated vertical currents passing through the various cross 
sections of a 6 x 6 x 6 mm MRI-based grounded model of the human body exposed to EMFs at 
60 Hz for Ej nc =10 kV/m vertically polarized, frontally incident, Bj nc = 33.3 pT from side to 

side of the model (Furse & Gandhi, 1998). Also given in Figure 1-3 is the measured current 
passing through the feet of an aluminum covered mannequin shown by a star with a value of 
175 pA. An excellent agreement between calculated and measured values of the current through 
the feet is obtained. 
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Figure 1-3. The calculated vertical currents passing through the various sections of a 6 x 6 x 6 mm MRI- 
based grounded model of the human body exposed to EMFs at 60 Hz. E inc = 10 kV/m, vertically polarized, 
frontally incident; B inc = 33.3 jli T from side to side of the model. 

1.5 Some Applications for RF/Microwave Frequencies 

1.5.1 Induced Currents/ SARs for Plane-Wave Exposure: Conditions for Whole- 
Body and Head Resonance 

For plane-wave exposures at 10 to 915 MHz, the FDTD method has been used to 
calculate local, layer-averaged, and whole-body average SARs and induced currents for 
anatomically-based human models with resolutions from 2 to 26.2 mm (Chen & Gandhi, 1989; 
Gandhi, Gu, Chen, & Bassen, 1992; Tinniswood et al., 1998b). Figure 1-4 graphs the computed 
cross-section layer-average RF current distributions for one such human model at 40 and 60 
MHz, assuming a vertically polarized incident electric field of 1 V/m (Gandhi et al., 1992). 
These frequencies are close to the whole-body resonances under the grounded and isolated 
conditions of the model, respectively. Figure 1-5 graphs the corresponding layer-average SARs 
at these frequencies (Gandhi et al., 1992). As expected, the highest SARs are calculated for the 
horizontal sections through the neck, knee, and ankle. The high neck SAR is due to its small 
cross section relative to the head and upper body on either side of the neck, which elevates the 
neck's layer-averaged current density. The high knee and ankle SARs are due to their high bone 
contents as well as their reduced cross-section areas relative to adjacent body parts. 

The resonant frequency for whole-body exposure of a human to plane-wave illumination 
is about 40 MHz under grounded conditions and 65 to 75 MHz under isolated conditions or 
situations where the ground is several tens of centimeters removed from the feet (Chen & 
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Gandhi, 1989). For grounded and isolated conditions, respectively, whole-body absorption cross 
sections up to 6 and 4.5 times the physical cross section of the body have been calculated and 
measured for models of the human body (Chen & Gandhi, 1989; Gandhi et al., 1992; 
Tinniswood et al., 1998b; Gandhi, 1990). 

Because of interest in possible neurological effects of RF radiation, the FDTD method 
has also been used to obtain SAR distributions and frequencies of maximum absorption for the 
head and neck for plane-wave exposure of grounded and isolated models of the human body 
(Gandhi et al., 1992; Tinniswood et al., 1998b). A high-resolution MRI-based model was 
constructed with a voxel size of 1.974 x 1.974 x 3.0 mm. In addition, a coarse-resolution model 
with a voxel size of 5.922 x 5.922 x 6.0 mm was constructed by combining 3x3x2 cells of the 
high resolution model along the x, y, and z axes, respectively. The resonant frequencies for the 
head and neck are calculated to be 207 and 193 MHz for isolated and grounded conditions of the 
man model, respectively. The corresponding absorption cross sections are 3.27 and 2.62 times 
the physical (shadow) cross section for this region of the body (Gandhi, 1990). 
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(a) 



(b) 

Figure 1-4. FDTD-computed cross-section layer-average RF current distributions for a human model 
exposed to a vertically polarized plane wave with a 1 V/m electric field at: (a) 40 MHz; (b) 60 MHz. Source: 
Chen & Gandhi, 1989. 
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(a) 



(b) 


Figure 1-5. FDTD-computed cross-section layer-average SARs corresponding to the current distributions of 
Figure 1-4 for the human model exposed to a vertically polarized plane wave with a 1 V/m electric field at (a) 
40 MHz; (b) 60 MHz. Source: Chen & Gandhi, 1989. 
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1.5.2 Coupling for a Human in the Vicinity of Base-Station Antennas 

Of particular interest at the present time is the tremendous proliferation of wireless base 
stations, especially in metropolitan and urban settings. Some methods have been developed for 
assessing personnel safety which may be of concern for regions close to such base stations where 
electromagnetic fields can be fairly high (Bemardi et al., 2000; Gandhi & Lam, 2003). A 
relatively simple method that may be used for this and other near-field EM environments is the 
so-called "Spatial Components Method" (Gandhi & Lam, 2003). 

1.5.2.1 The Spatial Components Method 


In this method, the vertical and horizontal components of the electric field are calculated 
or measured for an imaginary vertical (xz) plane (0 < x < A; 0 < z < B) but without the human. 
This so-called "plane of incidence" is taken to be grazing at the intended location of the model of 
the human. The measured distributions for vertical and horizontal electric field components E z 
and E x are then expressed in terms of space harmonics as follows: 


nmx mrz 

E z= I CnrnCOS— — cos — 
m,n=0 A B 


^ m7ix nnz 

E x = 2^ D mn cos——cos- 

m,n=0 


A 


B 


(14) 


(15) 


where m and n are integers 0, 1, 2 - and the space harmonics are defined over the plane of 
incidence of dimensions A and B along horizontal (x) and vertical (z) directions, respectively. 
All of the components with magnitudes Cmn and D mn that are 10% or larger than the maximum 
amplitude are included for truncated versions of Equations 14 and 15, respectively. 

By defining the origin (x = 0, z = 0) at either the upper or lower comer rather than at the 
center of the measurement plane, one can express any general variation of the fields even though 
cos (mux/A) cos (rniz/B) type modal terms are considered. Since the EM fields beyond about 
two times the horizontal extent of the human body and 1.25 times the human height have been 
shown to have minimal coupling to the human, the dimensions A and B are taken to be 0.96 m 
and 2.28 m, respectively (Gandhi & Lam, 2003). The Spatial Harmonics Components Method 
relies on the pre-stored solutions for the internal E-fields (E x , E y , E z ) for the various voxels of 
the human body model to different space harmonics which may be added depending upon the 
magnitudes and phases of the various space harmonic components obtained on-site for the 
measured electric field distributions. 

The applicability of this technique for on-site dosimetry has been validated by comparing 
the SAR distributions obtained for near-field regions of some co mm ercial base station antennas 
at 835 and 1900 MHz with those obtained by using the conventional FDTD method (Gandhi & 
Lam, 2003). Like the ray-tracing method used in (Bemardi et al., 2000), the measured electric 
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field distributions for the commercial base station antennas were not readily available. Thus, the 
calculated field distributions in front of these transmitters were obtained using the FDTD method 
with a grid size of 3 cm at 835 MHz and 1.5 cm at 1900 MHz. Given in Figures 1-6 and 1-7 are 
two representative cases of human exposure in front of some typical base stations (Bemardi et 
al., 2000). In both of the figures, the calculated layer-average SARs using the spatial harmonic 
components method are compared with those obtained by the full FDTD method. Six 
components were found to be adequate at 835 MHz (in Figure 1-6) while 10 components were 
needed at 1900 MHz (Figure 1-7) to obtain a very good agreement of the SAR distributions with 
those obtained using the conventional FDTD method. 

Comparison of the calculated whole-body average and peak 1-g SARs for the three base 
stations for different spacings to the human model are given in Tables 1-4 and 1-5, respectively. 
The whole-body average and peak 1-g SARs are less than 5-10 percent different than those 
obtained using the full FDTD simulation. This is remarkable since the harmonic components 
method takes less than one minute on a portable PC while the full FDTD simulation takes over 
an hour of computer time using the same PC. 



Figure 1-6. The calculated layer-averaged SAR distribution for the model of the human body due to a base 
station antenna made of an 18-cm-tall vertical dipole in front of a flat reflector of dimensions 24 x 24 cm. 
Frequency = 835 MHz, radiated power = 10 W, distance to the front plane of the model = 2 m. 
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0 0.05 0.1 0.15 0.2 0.25 

Layer Average SAR (W/kg) 

Figure 1-7. The calculated layer-averaged SAR distribution for the model of the human body due to an 
aperture type base station antenna of dimensions 38.1 x 20.3 cm along vertical and horizontal directions, 
respectively. Frequency = 1900 MHz, radiated power = 120 W, distance to the front plane of the model = 3 m. 


Table 1-4. Comparison of whole-body average SARs and peak 1-g SARs obtained for various distances of the 
model from a base station at 824-849 MHz using the full FDTD simulation and the spatial harmonic 
components method (Gandhi & Lam, 2003).* 


Distance 

(m) 

Whole-body average SAR 


Peak 1-g SAR 


Full FDTD 
sinulation 
(W/kg) 

Harmonic 
components 
method (W/kg) 

% dif¬ 
ference 

Full FDTD 
sinulation 
(W/kg) 

Harmonic 
components 
method (W/kg) 

%di£ 

Terence 

0.5 

0.033 

0.033 

2J50 

2.76 

2.85 

-338 

0.765 

0.023 

0.023 

0.00 

1.69 

1.73 

-221 

1 

0.017 

0.017 

135 

1.11 

1.13 

-1.65 

2 

0.006 

0.006 

0.09 

038 

036 

4.41 


* Assumed is a base station antenna using an 18-cm-tall vertical dipole in front of a flat reflector of dimensions 24 x 
24 cm radiating 10 W of power. (See Figure 1-6 for layer-averaged SAR variation). 
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Table 1-5. Comparison of whole-body average SARs and peak 1-g SARs obtained for various distances of the 
model from a base station antenna at 1850-1910 MHz using the full FDTD simulation and the spatial 
harmonic components method (Gandhi & Lam, 2003).* 


Distance 

(m) 

Whole-body average SAR 


Peak 1-g SAR 


Full FDTD 
sinulation 
(W/kg) 

Harmonic 
components 
method (W/kg) 

%dif 

ference 

Full FDTD 
simulation 
(W/kg) 

Harmonic 
components 
method (W/kg) 

%di£ 

ference 

1 

0.029 

0.028 

3.04 

21.68 

21.36 

1.46 

3 

0.088 

0.087 

130 

5.03 

4.95 

1.67 

5 

0.036 

0.036 

-1.65 

2.48 

2.42 

233 


* Assumed is an aperture-type base station antenna of dimensions 38.1 x 20.3 cm radiating 120 W of power. (See 
Figure 1-7 for layer-averaged SAR variation). 


1.5.3 Coupling of an Ultra-wideband EMP to the Human Body 

The (FD) 2 TD method has been used to calculate coupling of an ultrashort pulse to the 
heterogeneous model of the human body. From the calculated internal fields, vertical currents 
passing through the various cross sections of the body were calculated by using the following 
equations: 


Iz(‘) = S 2 Z^ (16) 

i.l ,T 

where S is the cubic voxel size (= 1.31 cm for the model used here), and the summation is 
carried out for all voxels in a given layer. One can also calculate the layer-averaged absorbed 
energy density or specific absorption (SA) and the total energy W absorbed by the whole body 
using the following relationships: 


SA 


St ^E(i,j,k,t) 5D(i,j,k,t) 
layerk “N k t P(i,j,k) ' at 


(17) 


W = St-6 3 £E(i,j,k,t) 


dD(i, j, k, t) 
di 


(18) 


In Equations 17 and 18, St is the time step (=8 /2c = 0.02813 ns) used for the time-domain 
calculations, N k is the number of voxels in layer k of the body, and p(i, j,k) is the mass density 
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in kg/m for each of the voxels in the corresponding layers. For the calculations of coupled 
energy, both the isolated models of the human body, as well as the model standing vertically on a 
conducting ground plane have been used. 

A typical ultra-wideband pulse with prescribed peak amplitude of 1.1 V/m is shown in 
Figure 1-8 in the time domain. This ultra-wideband pulse has a rise time of about 0.2 ns and a 
total time domain of about 7-8 ns. The calculated Fourier spectrum of the prescribed pulse is 
shown in Figure 1-9. Most of the energy in the pulse is concentrated in the 200-900 MHz band 
with the peak of the energy being at about 500 MHz. 

The incident fields were assumed to be vertically polarized, since this polarization is 
known to result in the strongest coupling for standing individuals. Using the (FD) 2 TD procedure 
described earlier, the temporal variations of total vertical currents for the various sections of the 
body were calculated both for the shoe-wearing grounded, and ungrounded exposure conditions 
of the model, respectively. The current variations for a couple of representative sections, such as 
those through the eyes and the bladder, are given in Figures l-10a and l-10b, respectively. The 
calculated peak currents for the various sections are on the order of 1.1 to 3.2 mA/(V/m). 



Figure 1-8. The prescribed electromagnetic pulse. Peak incident field = 1.1 V/m. 
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Figure 1-9. Fourier spectrum of the electromagnetic pulse of Figure 1-8. 
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10a. Section through the eyes (height above the bottom of the feet = 168.3 cm). 



10b. Section through the bladder (height above the bottom of the feet = 91.0 cm. 

Figure 1-10. Currents induced for the various sections of the body for shoe-wearing grounded and 
ungrounded conditions of exposure. E peak = 1.1 V/m. 
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It is interesting to note that there is very little difference in the induced currents whether the 
model is grounded or not. This is because most of the energy in the pulse is at frequencies in 
excess of 300 MHz, where the effect of the ground plane on the induced currents or the SARs is 
minimal (Gandhi et al., 1992). 

The specific absorptions (SA) and the total absorbed energy for exposure to the ultra- 
wideband pulse of Figure 1-8 are calculated using Equations 17 and 18. The specific absorptions 
are plotted in Figure 1-11 as a function of height above the feet of the various sections of the 
body for isolated and shoe-wearing conditions. Note that because of the very limited time 
duration of the pulse (7-8 ns), the specific absorptions are on the order of 0.02 to 0.20 pJ/kg. 
Using Equation 18, the total energy absorbed by the body as a function of time has been 
calculated and is shown in Figure 1-12. The energy is virtually all absorbed in the first 6 to 8 ns. 
The total energy absorbed by the body exposed to a single pulse is calculated to be 2.0 and 1.91 
pico Joules for isolated and shoe-wearing grounded conditions, respectively. 



Section Averaged Specific Absorption (pJ/kg) 


Figure 1-11. Variation of section or layer-averaged specific absorption for the ultra-wideband pulse of Figure 
1-8. E peak = 1.1 V/m. 
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Figure 1-12. Energy absorbed by the human model for exposure to an ultra-wideband pulse of Figure 1-8. 


1.5.3.1 A Convolution Procedure for Numerical Dosimetry for Pulsed EM 
Fields 

To alleviate the problem of having to run computer-memory-intensive anatomically 
based models of the human body repeatedly, a simple and efficient technique based on 
convolution theory has been developed. In this procedure, the impulse response of the 
heterogeneous anatomically-based model is obtained and stored using an impulse in the time 
domain. This impulse response is convolved with the prescribed variation of the incident fields 
of an EMP. The convolution procedure is illustrated in the following with the example of the 
response of the human model for exposure to pulses or transients of prescribed shapes (Chen et 
a., 1994). For impulse response calculations, a narrow unit magnitude flat-top "impulse" of time 
duration T' = 5 to 10St is assumed. The impulse-induced current response Hj(t) for the 
various sections of the body (such as sections through the eyes, neck, heart, liver, etc.) is 
calculated and stored. Induced current Ij(t) for these sections for a prescribed incident pulse 
E(t) can then be calculated from the convolution integral 

T 

I i (t) = jE(T)H i (t-T)dT (19) 

o 
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where the integration time T is a period in excess of the time duration of the incident pulse. An 
alternate procedure that has also been found to be equally applicable is to work with Equation 19 

in terms of the Fourier transforms F {Hj(t)}, F{E im (t)}, andF{E(t)} of the induced currents 

Hj (t), the broadband initial impulse E im (t), and the prescribed pulse E(t) for which the induced 

currents Ij(t) are desired. In terms of the Fourier transforms, Equation 19 can be written as 


F{E(t)}F{Hj(t)} j 

F{E im (t)} J 

where the discrete Fourier transforms needed for Equation 20 can be efficiently calculated using 
the Fast Fourier Transform (FFT) algorithm. Both of the above approaches are relatively simple 
and do not need a large computer memory, making it possible to use a small computer or PC for 
calculating the response of the human body to any desired incident pulse. We show in Figures 1- 
13a and l-13b the comparison of the vertical currents induced for a couple of representative 
sections of the body for the ultra-wideband pulse of Figure 1-8. In both Figures l-13a and 1- 
13b, the time-domain variations of the currents calculated with the simpler impulse response and 
the convolution method are in excellent agreement with the results obtained from the exact 

simulation with the conventional (FD) TD method. 

1.5.4 SAR Distributions Due to RF Magnetic Fields of MRI 

MRI is an increasingly important tool for medical diagnostic applications. Emerging 
MRI technologies are leading to use of higher static magnetic fields and associated higher radio 
frequencies up to 400 MHz (Magin et al., 1991; Vaughan et al., 1994; Zhang et al., 1994). 
Sixteen-rung birdcage coils especially designed for imaging of the head, and the larger coils for 
imaging of the torso, are used not only for today's MRI machines (64 MHz, 1.5T biasing 
magnetic field) (Hayes et al., 1985), but are also planned for higher static-magnetic-field 
modalities (Magin et al., 1991; Vaughan et al., 1994; Zhang et al., 1994). 


Ii(t) = F-‘ 
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a. Section through the liver (height above the bottom of the feet = 123.8 cm). 



b. Section through the knees (height above the bottom of the feet = 50.4 cm). 

Figure 1-13. Comparison of the induced currents calculated using the convolution method with the 
conventional (FD) 2 TD method for two representative sections of the body. Shoe-wearing grounded model of 
the body was used for the calculations. 


The safety standards proposed by the U.S. Food and Drug Administration (U.S. Food and 
Drug Administration, 1988) and the National Radiological Protection Board of the United 

28 


DISTRIBUTION A: APPROVED FOR PUBLIC RELEASE; DISTRIBUTION UNLIMITED. 
PUBLIC AFFAIRS CASE NO. 11-069 

















Kingdom (1990) limit SARs that can be induced within the human body. The FDTD method has 
been used for this purpose to calculate the coupled electromagnetic fields in heterogeneous, 
anatomically-based models of the human body for 16-rung birdcage coils having currents with 
progressive phase shifts of 22.5° between the adjacent rungs (Gandhi & Chen, 1999). These 
phase shifts are used to generate circularly polarized RF magnetic fields within the interior 
volume of the coil occupied by the parts of the body to be imaged. SAR distributions within the 
body have been obtained for head and body coils operating at 64 MHz and also at higher 
frequencies up to 400 MHz (Gandhi & Chen, 1999). 

A related problem is to ensure the relative homogeneity of the RF magnetic fields within 
the body to meet the requirements of the imaging process. The FDTD method has been used for 
this purpose by calculating the distribution of internal RF magnetic fields (Jin et al., 1994; Chen 
& Jin, 1997). 

1.5.5 SAR Distributions Due to Cellular Telephones 

The finite-difference time-domain techniques has been used by many authors to calculate 
SAR distributions and radiation patterns of cellular telephones held close to the head (Gandhi, 
1995; Gandhi et al., 1996; Okoniewski & Stuchly, 1996; Tinniswood et al., 1998a; Dimbylow & 
Mann, 1994; Jensen & Rahmat-Samii, 1995; Gandhi & Chen, 1995; Watanabe et al., 1996; 
Gandhi et al., 1999; Wang & Fujiwara, 2000). It is possible to use CAD-derived models of 
cellular telephones in order to represent the detailed construction of the telephone more 
accurately. An illustration of two CAD-derived telephones, one each at 835 and 1900 MHz, is 
given in Figure 1-14 (Tinniswood et al., 1998a; Gandhi et al., 1999). The anatomic model 
resolutions used by various authors are typically on the order of 1 -3 mm. The calculated energy 
depositions are highly superficial with penetration depths on the order of 3-5 cm for the side of 
the head close to the radiating antenna. Shown in Figures l-15a, b are two views of the 
calculated SAR distributions for a 1.974 x 1.974 x 3 mm resolution anatomic model of the 
human head for a cellular telephone radiating 600 mW of power at 835 MHz. This is the 
maximum power radiated by a cellular telephone in the analog AMPS mode. For calculations of 
SAR distributions, several numerical codes are presently available commercially so that they 
may be used to design a telephone that will meet the SAR compliance requirements and give 
desirable radiation patterns. 
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(a) 835 MHz model 


(b) 1900 MHz model 


Figure 1-14. An illustration of two CAD-driven telephones used for SAR calculations. 



(a) The side of the head exposed to the cellular telephone. 



(b) A horizontal cross section of the head. 

Figure 1-15. A typical SAR distribution for a cellular telephone radiating at 835 MHz. Shown here: (a) The 
side of the head exposed to the cellular telephone and (b) A horizontal cross section of the head. 
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Since different anatomic models of the human head have been used by various authors, 
the calculated SAR distributions are slightly different with peak 1-g SARs that may be up to 50% 
different even when identical antenna lengths and slant angles of the telephones vis a vis the 
head are used (Wang & Fujiwara, 2000). This variation in the calculated peak 1-g SAR may be 
reduced somewhat if care is taken in accurately positioning the telephone relative to the ear. In 
one such study, the effect of using different anatomical models of the head on SAR distributions 
is examined (Tinniswood et al., 1998a). For this study, two different anatomically-based models 
of the human head and neck derived from the MRI scans of two adult male volunteers are used. 
The first of these models, described in detail in (Gandhi, 1995; Gandhi et al., 1996) has a 
resolution of 1.974 x 1.974 x 3.0 mm. The second anatomic model described in (Tinniswood et 
al., 1998a) has a resolution of 0.9375 mm for each of the cubical voxels and is based on the head 
of a second individual. The head and neck parts of each of the models have been segmented into 
15 tissue types, namely, muscle, fat, bone (skull), cartilage, skin, nerve, blood, parotid gland, eye 
humor, sclera and lens, cerebrospinal fluid (CSF), brain, and pineal and pituitary glands. 
Appropriate mass densities and dielectric properties depending on the irradiation frequency, 
listed in (Gandhi, 1995; Tinniswood et al., 1998a) were used to calculate SAR distribution using 
the FDTD method. The SAR results given in Table 1-6 use three different models: Model A 
with a resolution of 1.974 x 1.974 x 3 mm, its resampled version with a resolution of 0.987 x 
0.987 x l mm (Model B), and a new 0.9375 mm resolution model (Model C). Given in Table 1- 
6 are the salient features of the calculated SARs and the powers absorbed for the various regions 
of the head for Models A, B, and C for a cellular telephone of handset dimensions 2.2 x 5.0 x 
15.5 cm. Used for the SAR calculations is a handset with a quarter-wavelength (3.95 cm) long 
antenna radiating a time-averaged power of 125 mW (peak pulses of power output 1W with a 
duty cycle of 1/8) at 1900 MHz. As expected, the SAR distributions for Models A and B with 
different resolutions, but derived from the anatomic model of the same head, are very similar. 
The SARs calculated for Model C derived for a different individual are slightly different, but the 
peak 1-g SAR needed for compliance testing against the ANSI/IEEE and FCC guidelines (IEEE, 
1999; U.S. FCC, 1996) is still within about 15% of that derived for Models A and B. 
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Table 1-6. SAR distributions for three anatomic models of the human head for a cellular telephone of 
handset dimensions 2.2 x 5.0 x 15.6 cm (Tinniswood et al., 1998a). Frequency = 1900 MHz, radiated power = 
125 mW. 



Model A 

1.974x1.974x3. tan 

Model B 

0.987x0.987x1.finm 
(resampled from 
Model A) 

Model C 

0.9375mn? 

Peak 1-voxel SAR (W/kg) 

5.88 

10.97 

6.77 

Peak 1-g SAR (W/kg) 

1.58 

1.62 

1.41 

Peak 1 -g SAR for brain (W/kg) 

0.27 

0.26 

0.32 

Power absorbed by head, neck 
and hand 

58% 

61.7% 

61.5% 

Brain average SAR (mW/kg) 

9.33 

9.33 

12.31 

CSF average SAR (mW/kg) 

10.08 

10.10 

8.68 

Lens average SAR (mW/kg) 

1.17 

1.17 

1.61 

Sclera average SAR (mW/kg) 

1.41 

1.44 

2.50 

Humour average SAR (mW/kg) 

2.40 

2.39 

3.21 


1.6 Some Applications for Low Frequencies 

1.6.1 Coupling to the Human Body for EM Fields of High Voltage Power 
Transmission Lines 

As given in Section 1.4.2, the FDTD method with frequency scaling may be used for 
calculating induced electric fields and current densities for various tissues for an anatomic model 
of the human standing under a high-voltage power transmission line (Gandhi & Chen, 1992; 
Furse & Gandhi, 1998). Shown in Figure 1-16 are the calculated results using the anatomically- 
based model where the conductivities used for the various tissues are as given in Table 1-7. 
Recognizing the anisotropy in the conductivity of the skeletal muscle, two different values of 
muscle conductivities are taken for curves (1) and (2). For these curves, a higher conductivity of 
0.52 S/m is taken for the skeletal muscle and an average value of 0.11 S/m is taken for the 
muscle in the interior of the body. For curves (3) and (4), however, a lower conductivity of 0.11 
S/m is taken for all of the muscle, interior or skeletal. The results shown in Figure 1-16 curves 
(1), (3), and (4) are for E inc =10Kv/m (vertical) and H inc =26.5 A/m from side to side of the 
model. To point out the preponderance of the induced currents due to incident electric field, 
Hinc = 0 is assumed for the calculations shown in curve (2). It is interesting to note that the 

layer currents due to E-field exposure alone are almost 98-99 percent of the currents calculated 
for the combined electric and magnetic fields. It is also interesting to note that the calculated 
foot currents of 155-160 pA are in excellent agreement with 165 pA that would be projected 
from the measurements of Deno (1977) for the human. 
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Figure 1-16. Calculated layer currents for anatomically-based grounded and ungrounded models exposed to 
EMFs at 60 Hz. For curves (1) and (2) o = 0.11 S/m for the interior muscle. For curves (3) and (4) o = 0.11 
S/m for all of the muscle. E = 10 kVm (vertical), H = 26.5 A/m from side to side for all of the curves except 
for (2) for which only E-field exposure is assumed. 


Table 1-7. Tissue conductivities used for calculations at the power-line frequency of 60 Hz. 


Tissue Type 

a 

S/m 

Air 

0 

Muscle 

0.52 or 0.11 

Fat, bone 

0.04 

Blood 

0.6 

Intestine 

0.11 

Cartilage 

0.04 

Liver 

0.13 

Kidney 

0.16 

Pancreas 

0.11 

Spleen 

0.18 

Lung* 

0.04 

Heart 

0.11 

Nerve, brain 

0.12 

Skin 

0.11 

Eye 

0.11 


*33 percent lung tissue and 67 percent air for the dielectric properties 
of the lung were used. 
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1.6.2 Induced Electric Fields, Current Densities, and SARs for EAS and RFID 
Systems 

Electronic Article Surveillance (EAS) and RF identification (RFID) systems based on the 
use of alternating magnetic fields at frequencies from 50/60 Hz up to 10-15 MHz are being 
rapidly introduced into society to prevent unauthorized removal of items from stores, libraries, 
and hospitals or for RF detection of identification cards to control access (Harris et al., 2000). 
The EAS and RFID systems may take the form of one or two-sided panels of current-carrying 
loops or pillars at or near the exit door, or loops hidden in the ceiling and/or the mat on the floor. 
Another manifestation is the magnetic tag deactivation systems that are mounted as checkout 
counter top devices. The net result is that an individual passing through or standing close to 
these devices is exposed to nonuniform vector magnetic fields emanating from these EAS and 
RFID systems. 

As mentioned earlier, limits of induced current densities and SARs in the human body 
have been prescribed in the IEEE and ICNIRP standards (ICNIRP, 1998; IEEE, 2002) that may 
not be exceeded for exposure of the general public or for occupational situations. The basic 
restrictions specified in the ICNIRP guidelines (see Table 1-1) are to limit the induced current 
densities for the central nervous system (CNS) tissues e.g., the brain and the spinal cord for 
frequencies up to 100 kHz, current densities as well as SARs for frequencies between 100 kHz 
and 10 MHz and only SARs (both whole-body average and peak local 10-g SARs) for 
frequencies above 10 MHz. The European Standard EN50357 for compliance testing of EAS 
and RFID systems defines the procedures to be used for evaluation of human exposure to 
electromagnetic fields of these systems (CENELEC-European Committee for Electrotech n ical 
Standardization, 2001). Since experimental compliance testing is tedious, computational 
methods using heterogeneous anatomically-based models of the human body may be used to 
show compliance of the new EAS devices. 

For this application (Paul & Nasar, 1987), a full 1.974 x 1.974 x 2.93 mm resolution 
model of the adult male described in (Gandhi, 1995), as well as scaled models of the 10- and 5- 
year-old children derived there from using the external dimensions typical of the children 
have been used (see Table 1-8). 
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Table 1-8. Some typical external dimensions and derived voxel sizes used for the anatomic models of the male 
adult and 10- and 5-year-old boys (Gandhi & Kang, 2001). 



Adult male 

10-year-old boy 

5-year-old boy 

Head circumference 1 (cm) 

53.8 

52.3 

51.0 

Body weight (kg) 

71.7 

30.5 

18.9 

Heightl (cm) 2 

176 

138 

112 

Body sur&ce area 1 ( cm 2 ) 

17,400 

9610 

7510 

Head surface areal (cm ) 

1305 

1048 

984 

Voxel size for head (mm) 
Voxel size for arms. 

1.974x1.974x2.93 

1.974x1.974x2.352 

1.871x1.871x2.330 

torso, and legs (mm) 

1.974x1.974x2.93 

1.974x1.974x2.282 

1.196x1.196x1.782 


1 See Reference (Lentner, 1984) 


From Geigy Scientific Tables (Lentner, 1984), the head circumference does not change 
much from a 5-year-old child to an adult (about 5.5%) even though the surface area increases by 
about 33% and body height and weight increase significantly. Some typical external dimensions 
and derived voxel sizes for anatomic models of the male adult and 10- and 5-year-old boys are 
given in Table 1-8. The three models used for the calculations of different heights and weights 
but fairly similar circumferences of the head are visualized in Figure 1-17. Because of the fairly 
large size of the models with a grid size of 256 x 151 x 602 or approximately 23.3 million 
voxels, a Sun Microsystems UltraSparc II work station is used for the calculations of the induced 
electric fields from which the induced current densities are calculated using the tissue-dependent 
conductivities for each of the voxels. The problem requires a computer memory of 1.18 
Gigabytes. 


1.6.2.1 A Pass-Through EAS System 

Even though the induced electric fields and current densities have been evaluated for 
several EAS device geometries mentioned in the previous section, we give details only for one 
such system to illustrate the procedure. A pass-by system assumed here is a 30-kHz one-sided 
EAS system consisting of two rectangular coils, each of width 50 cm and height 60 cm with an 
overlap of 10 cm, carrying in-phase currents of 100 A turns rms for each of the coils (46). This 
system is sketched in Figure 1-18. 
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a. Adult male. 


b. Model of 10-year-old boy. 


c. Model of 5-year-old boy. 


Figure 1-17. The three anatomic models used for calculations of induced electric fields and current densities. 
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(a) Pmpediw 



Figure 1-18. An assumed EAS system using a pair of rectangular coils with an overlap of 10 cm. The lower 
rung of the bottom coil is assumed to be 20 cm off the ground plane. The marked dimensions are in cm. 

The dimensions and frequency used for this system are made up to illustrate the 
procedure and, to our knowledge, are not representative of any commercial products. This is 
done to protect the proprietary interests of the manufacturers. Using Biot-Savart's law of 
electromagnetics, a computer program is written to calculate the rms values of the magnetic 
fields B x , By, B z for the locations close to the assumed EAS system that are likely to be occupied 
by the various parts of the human. The calculated variations of the magnetic field components 
and the total magnetic field 


1/2 

B total = ( B x + B y + B z) (21) 

is sketched in Figure 1-19 for an imaginary vertical line that is centrally located (y = 0) at a 
distance x = 20 cm from the plane of the EAS panel. This is because of the placement of the 
human model such that this vertical line passes through the armpit tangential to the proximal side 
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of the torso recommended by European Standard EN50357 (CENELEC-European Committee 
for Electrotechnical Standardization, 2001) for compliance testing against ICNIRP guidelines. 



Figure 1-19. The calculated variation of the magnetic fields for a centrally-located vertical line (y=0) at a 
distance x = 20 cm from the plane of the EAS panel (see Figure 1-18). 

From Figure 1-19, we can see that the magnetic fields are the highest for the region of the 
brain 100.2 < z < 111.2 cm for the model of the 5-year-old, intermediate for the model of the 10- 
year-old (125.8 < z < 137.2 cm) and lowest for the model of the adult (161.2 < z < 175.4 cm), 
respectively. As seen from Figure 1-19, the total magnetic field for the brain may be four to five 
times higher for the model of a 5-year-old child and two to three times higher for the model of a 
10-year-old child as compared to that for an adult, respectively. For the spinal cord, the vertical 
coordinate z is between 60.6 to 100.2 cm for the 5-year-old, between 77.6 and 125.8 cm for the 
10-year-old, and between 99.6 to 161.2 cm for the model of the adult. Here, too, the magnetic 
fields are higher for the regions of the spinal cord for both of the models of the children as 
compared to those for the model of the adult. 

The impedance method described in Section 4.1 is used to calculate the induced electric 
fields and current densities for every voxel of the three models shown in Figure 1-17 with the 
proximal side of the torso at a distance of 20 cm from the yz plane passing through the EAS coils 
as suggested in EN50357 Compliance Standard (CENELEC-European Committee for 
Electrotechnical Standardization, 2001). From the component values of the x-, y-, or z-directed 
induced current densities J x , J y , and J z , respectively, the total current densities (J) for each of the 
voxels are calculated using the following equation: 
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J=(lx+Jy+lz) 1/2 - 


(22) 


The calculated organ-averaged and maximum 1 cm 2 area-averaged induced electric fields 
and current densities for the three human models for the pass-by EAS system of Figure 1-18 are 
given in Table 1-9. The maximum 1 cm 2 area-averaged current densities J max for the brain and 

the spinal cord are considerably lower than the ICNIRP basic restriction at 30 kHz of 60 mA/m 2 
for the general public for the model of the adult (see Table 1-1). Because of the shorter heights 
of the 10- and 5-year-old children, the brains of these models are in higher magnetic fields (see 
Figure 1-19) which results in the maximum current density for the 10-year-old model (64.6 
mA/m 2 ) being close to the ICNIRP limit and that for the 5-year-old model (98.9 mA/m 2 ) being 
almost 65% higher than the ICNIRP limit of 60 mA/m 2 at 30 kHz. This is understandable since 
the average magnetic field for the region of the brain is about four times higher for the model of 
the 10-year-old and about five to six times higher for the model of the 5-year-old as compared to 
that for the adult, respectively. 


Table 1-9. The calculated organ-averaged and maximum 1 cm 2 area-averaged electric fields (E) and current 
densities (J) for the models of the adult and 10- and 5-year-old children for the 30 kHz magnetic panel type 
EAS system (Gandhi & Kang, 2001). 


Organ 


Adult 

10-yea 

r-Old 

5-Year-Old 


J(mA /m 2 

) E(mV/m) 

J(mA /m 2 ) E(mV/m) 

J( mA / m 2 

) E(mV/m) 

Brain 

Organ-averaged 
Max. (1 cm 2 ) 

4.75 

17.63 

47.89 

177.83 

23.20 

64.64 

234.13 

652.23 

40.70 

98.93 

410.71 

998.27 

Pineal 

gland 

Organ-averaged 
Max. (1 cm 2 ) 

0.92 

929 

17.42 

175.73 

36.27 

365.95 

Spinal 

cord 

Organ-averaged 
Max. (1 cm 2 ) 

32.64 

538.61 

40.19 

663.20 

43.71 

721.29 

Heart 

Organ-averaged 
Max. (1 cm 2 ) 

92.69 

234.69 

185.39 

469.38 

120.08 

296.86 

240.16 

593.71 

130.33 

316.80 

260.66 

633.59 

Liver 

Organ-averaged 
Max. (1 cm 2 ) 

18.15 

86.68 

277.56 

1325.33 

23.63 

114.57 

361.24 

1751.76 

24.66 

121.11 

377.11 

1851.78 

Kidneys 

Organ-averaged 
Max. (1 cm 2 ) 

36.41 

88.08 

239.41 

579.09 

38.06 

81.26 

250.23 

534.26 

38.05 

78.07 

250.19 

513.26 

Bladder 

Organ-averaged 
Max. (1 cm 2 ) 

85.11 

234.21 

394.75 

1086.33 

86.84 

222.24 

402.80 

1030.81 

68.55 

170.34 

317.93 

790.09 

Pancreas 

Organ-averaged 
Max. (1 cm 2 ) 

28.61 

86.33 

188.08 

567.63 

38.64 

94.74 

254.02 

622.87 

46.72 

85.43 

307.19 

561.64 
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1.7 Conclusions and Future Directions 


Dosimetry for electromagnetic fields from very low frequencies to microwave 
frequencies has advanced considerably over the last 15-20 years. Development of highly 
efficient numerical techniques makes it possible to get distributions of internal electric fields for 
SARs or for induced current densities for anatomically-realistic models of the human body with 
whole-body resolutions on the order of 1-2 mm and part-body resolutions of submillimeter voxel 
sizes. All of these techniques have been developed and tested for relatively uniform far-fields or 
highly nonuniform near-field sources. For personal wireless devices such as cellular telephones, 
source-body coupling is important and has been included by solving for E- and H-field 
distributions for the entire coupled region consisting of the shaped radiator (using CAD fdes) as 
well as the model of the human head. 

Even though most of the focus in the past has been on safety compliance testing, these 
numerical techniques are now beginning to be used for important diagnostic and therapeutic 
applications. Some examples of therapeutic applications are designs of implantable and non- 
invasive devices such as pace makers and defibrillators and applicators for hyperthermia, 
hypothermia, transcranial magnetic stimulation, etc. Examples of diagnostic applications include 
detection of breast cancer and regions of abnormal electrical activity for the brain and the heart 
amongst many others. 
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2.1 Introduction 

To achieve useful biological effects data, three conditions must be met: 1) accurate 
measurements of the biological response, 2) accurate measurements of the radio frequency (RF) 
fields over the exposure volume in terms of incident field, and 3) accurate measurement of 
Specific Absorption Rate (SAR). Proper extrapolation from experimental subject to the 
equivalent human exposure must be completed in the planning process before any dosimetry is 
initiated. Theoretical calculations using Finite-Difference Time-Domain (FDTD) (Kunz & 
Luebbers, 1993; Mason et al., 2000; Gajsek et ah, 2002) or other methods such as Mie theory 
(Guy, 1997) are desirable for comparison with the experimental results. Some of the basic 
principles involved in obtaining the biological and dosimetry data sets are the same, but this 
paper will concentrate on the details of the radio frequency field measurements. 

2.2 Experimental Planning 

Prior to initiation of an experimental protocol, one must first consider the problem to be 
addressed. If the question is -What is the biological effect on mice exposed to 2450 MHz?” the 
mice would obviously be exposed to various levels of 2450 MHz fields and the effects of these 
fields measured. However, if the question is -What is the effect of 2450 MHz on man?” and 
mice are used to measure the effect, the exposures to the mice must be done at a frequency 
greater than 2450 MHz. 

2.2.1 Determination of appropriate exposure conditions 

The extrapolation between animal and human exposures is presented in detail in Chapter 
2 of the -Radiofrequency Dosimetry Handbook 4 th Edition” (Dumey, et al., 1986). A brief 
discussion of the extrapolation process is presented here. Before an animal is exposed to RF 
fields, the desired human equivalent exposure condition should be calculated. The equivalent 
exposure frequency is calculated using the following equation: 
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ai fi - a2 f> 


( 1 ) 


where ai = half length of the animal long axis; a 2 = half length of the human long axis; fi = 
frequency of animal exposure; and f 2 = frequency of human exposure. 

For example, if a medium rat is to be used to investigate a 10 mW/ cm 2 exposure of the 
standard man to his resonance frequency. First, the resonance frequency of man exposed in E 
polarization (the long axis of the body aligned with the electric field vector) is determined to be 
75 MHz (Figure 2-1) and a 2 = 0.875 m (Figure 6.3 Radiofrequency Dosimetry Handbook 4 th 
Edition). The half-length of a medium rat is ai = 0.1 m (Figure 6.16 Radiofrequency Dosimetry 
Handbook 4 th Edition). 

Substituting into Equation 1: 


fi = (0.875) (75) / 0.1 = 660 MHz . (2) 

Reading the normalized SAR for the average man from Figure 2-1 at 75 MHz in E 
polarization (0.24 W/kg per mW/cm 2 ) and for the rat at 660 MHz in E polarization (0.8 W/kg per 
mW/cm 2 ) the equivalent exposure is calculated using Equations 3-5: 

SARiPDi = SAR 2 PD 2 . (3) 

(0.8 W/kg per mW/cm 2 ) PDi = (0.24 W/kg/mW/cm 2 ) (10 mW/cm 2 ). (4) 

PDi = Rat Exposure = 3.0 mW/cm 2 . (5) 

Thus, a rat exposed in E polarization to 3.0 mW/cm 2 at 660 MHz would be equivalent to 
exposing a human to 10 mW/cm at his resonance frequency of 75 MHz. This type of 
calculation should be accomplished prior to conducting any animal experiment. One could 
perform the same calculation if the animal exposure is given and human equivalent exposure is 
desired. 
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MEDIUM RAT 


STANDARD MAN 


Figure 2-1. SAR vs. Frequency (Source: Durney et al., 1986). 


2.2.2 Instrumentation Check-out and Use 

It is important to check all instruments to be used in the experiment to assure they are in 
good repair and calibrations are current. If calibration factors can be set in an instrument, it 
should be accomplished prior to the commencement of the experiment. If an isotropic probe is 
used, it should be oriented in K polarization with the handle pointing away from the antenna. If 
K polarization is not practical, align the probe in H polarization (handle aligned with the 
magnetic field). Do not take readings with the probe handle aligned with the E-field. Marks 
should be made on the probe at 45° intervals resulting in eight positions and the probe read for 
each position with the same transmitter output power. The eight readings are averaged and this 
value is divided by the maximum value. The probe is positioned for the maximum reading for 
all subsequent measurements and the value of the average divided by the maximum is multiplied 
by all subsequent readings to evaluate the fields. If the field measuring instrument stores 
calibration, this factor can be multiplied by the frequency correction factor and the result stored 
in the instrument. The output of the instrument reads the corrected field value. 
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2.2.3 Establishment of an Experimental Plan 


To establish the RF field requirements, one should understand the interaction of 
biological systems with RF. Figure 2-2 shows a representation of the external field patterns for a 
human in E polarization, well above resonance (greater than 1 GHz) and at or below the 
resonance frequency (less than 100 MHz). As seen on the left side of the figure, the field is not 
distorted above or below the subject for frequencies above resonance for man in E polarization. 
There will be some scattering (not shown) of the field, but the absorbed power is a function of 
the exposed area. The higher the frequency, the more superficial the exposure (Durney et al., 
1986, Table 11.4). 



Figure 2-2. Representation of the external field patterns for a human in E polarization. 


At resonance, the RF E-field is concentrated above and below the subject. The mode of 
interaction is one of induced current and the exposure is not a function of exposure area. As a 
matter of fact, if the standard man is exposed at his resonant frequency his SAR is greater than 
would be expected if his entire body surface area were exposed to 1 mW/cm 2 and total 
absorption occurred. These deep currents produce absorption in the body and the current density 
is a function of the conductivity of the various body tissues and the cross section through which 
the current flows. Incident electric field density and SAR are generally quite low on the surface 
of the body. As the frequency is lowered the total amount of absorption in the body decreases 
but the E-field is still concentrated at the head and feet and the deposition of energy is still deep 
within the body. 

Using the Finite-Difference Time-Domain (FDTD) method to calculate the SAR 
distribution in a model of man produces the results shown in Figure 2-3. Note the transition 
from deep absorption to superficial absorption as the frequency is increased. Similar shifts in the 
absorption pattern are found in animals as a function of frequency. However, for a mouse the 
resonance frequency is approximately 2 GHz and superficial absorption occurs above 10 GHz. 
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Figure 2-3. SAR as a function of frequency. 

The change in uniformity of exposure as a function of distance from the antenna is 
illustrated in Figure 2-4. The man at the left would receive a non-uniform exposure while the 
man on the right would receive a uniform exposure. For the same power into the antenna, the 
man on the right would be exposed to a center beam power density of about 1/16th of that of the 
man on the right due to the distance increasing by approximately 4. In setting up experiments a 
compromise between field strength and uniformity is required, but the best condition is a plane 
wave exposure such as the man on the right. For a small animal such as a rat or mouse, plane 
wave exposure could be accomplished at the distance of the man on the left. 
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Figure 2-4. Change in uniformity of exposure as a function of distance from the antenna. 

Most radio frequency bioeffects experiments are performed in an anechoic chamber with 
the field being propagated from a standard gain horn or open-ended waveguide. The use of a 
standard gain horn, though most common, may not be the preferred technique. The same field 
pattern can be accomplished with an open-end waveguide at a distance closer to the antenna than 
in the case of the standard gain horn. The open-ended waveguide has the advantage of exposures 
further into the far field for the same incident power density as the standard gain horn. The 
expected field can be calculated if the antenna gain is known and radiated power is measured. 
Radiated power equals Forward power - Reflected power. The expected power density can be 
calculated from Equation 6: 

PD = Numerical Antenna Gain * Radiated Power / 4 n D (6) 

where D = Distance from antenna to measuring device (m) and PD = Power Density in W/m . 

To convert to mW/cm multiply by 0.1. 

For pulsed fields: 

Average Radiated Power = Peak Radiated Power X Duty Factor ( 7) 

Duty Factor = Pulse Width X Pulse Repetition Frequency (8) 

Note: The dB gain of a half-wave dipole is 2.2 and of an open-end waveguide is 
(2.2 + (4.5) (aperture area in wavelengths)). 

If the long dimension of the waveguide is A and the short dimension is B, then: 


dB Gain = (2.2 + (4.5)(A*B / X 2 )) 

(9) 

Numerical Gain = 10 (dBgain/10) . 

(10) 
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2.3 Experimental Procedure 


The order in which an experiment is performed is very important. The least complex 
measurements, the ones most predictable, are performed first. Then the next most complex 
measurement is performed until all required measurements are completed. For propagated fields 
in an anechoic chamber the order of measurement should be: 1) Measurement of centerline E-field 
or power density at the approximate distance exposures are likely to be made with a constant 
transmitter power over a 5- to 10-min period. If the drift is within acceptable limits move to step 
2. 2) Measurement of the field as a function of distance, along the centerline, through the area in 
which exposures are to be made. If this measurement follows 1/D 2 within experimental accuracy 
move to step 3. 3) Map the field over the exposure volume. If the field approximates a plane 
wave, average the exposure over the area to be occupied by the experimental subject. Note: All 
measurements should be made in free field with no subject present. 4) Utilize phantoms or 
cadavers to measure localized and whole-body SAR with the subject in the experimental exposure 
position. 

2.4 Scientific Method 

For all measurements, the scientific method (Figure 2-5) should be employed. The 
essential steps are: 1) establish an hypothesis 2) perform the measurements 3) compare the 
results of the measurements with the hypothesis 4) come to a conclusion as to whether the 
results support the hypothesis 5) report the results with sufficient details to allow others to 
replicate the measurements. 


THE SCIENTIFIC METHOD 

HYPOTHESIS 

MEASUREMENT 

RESULTS 

CONCLUSIONS 

REPORT 


Figure 2-5. The Scientific Method. 
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For each of these steps the scientific method should be applied. Before the drift 
measurement is made a hypothesis should be arrived at as to how much drift is acceptable. Field 
measurement probes should read within ± 5% over a 10 min constant power run. Once the 
results are obtained, if the drift is below this level, the conclusion is that the next step can be 
performed, if not the reason for excessive drift must be determined. The cable from the readout 
to the probe should always be kept normal to the E-field especially for fields below 1000 MHz. 
If excessive drift is noted, a complete change of instruments should be made. This should 
resolve any drift problem, but if not, the instrument manufacturer should be contacted for their 
advice on proper resolution on the problem. 

The far field should be calculated using the equation: 

Far Field = 2*L 2 / X (11) 

O 

where L = longest dimension of the antenna; X = Wavelength in meters = 3* 10 / F (meters) 
and F = frequency (Hz). 

This equation gives an approximate distance to the far field. Obviously, near field 
conditions do not exist 1 cm inside this distance just as perfect far field conditions do not exist 1 
cm beyond this point. Experiment should be set up as far outside the calculated distance to far 
field as transmitter power and chamber size allows. 

Measurements of the field as a function of distance from the antenna should begin at the 
calculated far field distance and be measured at regular intervals well beyond the subject test 
position down the beam centerline. These data are entered into Excel or plotted using other 
techniques. Using a point at the approximate center of the scan the theoretical 1 / D 2 curve is 
calculated using the equation: 


PD = PD 0 (D 0 /D) 2 (12) 

where PD = Power Density at point D; PD 0 = Power Density measured at point D o; D 0 = Distance 
to measured point; and D = Distance to calculated Power Density. 

These data are plotted with the experimental data to compare experimental data with the 
theoretical 1 / D 2 . If the data compare within experimental accuracy, the field maps in the 
exposure plane should be taken. If not, the chamber should be checked for any metallic objects 
that might scatter the field. In small chambers, the problem might be due to reflections off the 
back or sidewalls. 

Once the 1 / D data has been successfully completed the field is mapped over the subject 
exposure volume. The data read-out interval is dependent on the size of the subject. For a 
mouse, two readings, just in front of and just behind where the animal is to be exposed, would be 
sufficient. A rat might require 6 measurements, namely: nose, centerline, and tail, in front of and 
behind where the animal is to be exposed. If the animal is unrestrained the entire exposure 
volume should be mapped. A human or human phantom exposure requires a more detailed map 
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at 5 cm or smaller intervals in front of and behind, as well as along the centerline of the body to 
define the exposure condition. To avoid scatter off the subject, all incident power density 
measurements should be made without the subject. 

2.4.1 Example of Use of Scientific Method 

The 100-MHz Human exposure dosimetry experiment (Allen et al., 2003) is an example 
of how the scientific method was used in setting up an experiment. A half-wave dipole in a 90° 
comer reflector was excited with 100 MHz to provide the required exposure fields. The far field 
of this antenna was calculated to be 1.5 m. The hypothesis or expected field distribution at 2.25 
m is a smooth rounded field with the maximum field occurring in the center of the scan. A scan 
was taken at 2.25 m and the results shown in Figure 2-6. These results obviously do not agree 
with the hypothesis with the highest field levels occurring on the perimeter of the scan instead of 
at the center, thus requiring further investigation. 


Original 2.25 Meter Scan 



mW/cm 2 

□ 9.75-10 

□ 9.5-9.75 

■ 9.25-9.5 

□ 9-9.25 

■ 8.75-9 
H 8.5-8.75 

■ 8.25-8.5 

□ 8-8.25 

□ 7.75-8 

□ 7.5-7.75 

□ 7.25-7.5 

□ 7-7.25 

□ 6.75-7 

□ 6.5-6.75 

□ 6.25-6.5 

□ 6-6.25 


Figure 2-6. Scan results taken at 2.25 m. 


The data in Figure 2-7 was obtained with the simplest measurement, i.e., drift at a fixed 
point. The hypothesis was that the instrument should not drift more than its guaranteed precision 
over a 7 - 10 min ran in a fixed position. The data shows a 50% drift over seven minutes, thus: 
the conclusion that this is outside the normal range of accuracy. A new probe, cable, and read- 
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out were installed and the measurement repeated giving the results in Figure 2-8. The result of 
this measurement was ± 5% of the average, which was within the precision of the probe, thus: 
movement to the next step. 


Stationary Drift Brooks 8762 Probe 



— Narda 2m 
AVG= 18.3 ±2.24 
MAX/MIN= 1.50 


Figure 2-7. Stationary Drift Brooks 8762 Probe. 
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Stationary Drift NARDA 8762 



| NARDA 2m 
AVG= 8.83 ± 0.21 

MAX/MIN= 1.10 


This probe was used to measure the power density as a function of distance from the dipole 
antenna. The result of the first set of measurements is shown in Figure 2-9. The power density 
should change as an inverse function of D 2 , which was not the case for this measurement. The 
highest value of the field was measured at the farthest point from the antenna instead of the closest. 
It was hypothesized the cable behind the probe was approximately a half wavelength causing it to 
re-radiate the energy resulting in the observed pattern. The run was repeated with the cable normal 
to the E-field and the results are shown in Figure 2-10. These results are smooth and generally 
describe the expected field but do not follow the 1/ D 2 . Another problem obviously exists. 
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Center Line Scan 



Figure 2-9. Result of first set of measurements. 
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Narda Cable Horizontal 



Figure 2-10. Results where run was repeated with the cable normal to the E-field. 
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Removing all cables from the field tested the hypothesis that the problem was due to 
conductors in the field. The air conditioner thermostat cable, which was located under the floor 
between the antenna and probe, was located and removed. After all cables were removed the 
measurement was repeated and the results are shown in Figure 2-11. These results are within the 
precision of the instrumentation, thus the conclusion that the 1/ D 2 condition has been met and 
the field map in the plane of exposure can now be accomplished. 


la Cable Horizontal- All Other Cables Removed 




NARDA 
1 /R 2 


Figure 2-11. Results after all cables were removed and measurement repeated. 


The field was scanned at 2.25 m from the dipole and the results presented in Figure 2-12. 
The shape of this curve and the values are within those expected. The exposure could be set on 
these values and the dosimetry report completed. 
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2.25 Meter Narda 



ifiitfWfrsiiif 

■ 7.25-7.5 
07-7.25 
06.75-7 
06.5-6.75 

□ 6.25-65 
06-6.25 
05.75-6 
o 5.5-5.75 

□ 5.25-5.5 
05-5.25 

□ 4.75-5 

■ 4.5-4.75 


Figure 2-12. Results with field scanned at 2.25 m from the dipole. 


2.5 Transverse Electromagnetic (TEM) Cells and Striplines 

The TEM cell and stripline were devised to provide plane wave fields for long 
wavelength RF fields where extremely large anechoic chambers would be required to produce 
plane wave fields. These devices are useful at frequencies below 100 MHz where moderate 
sized chambers can produce uniform fields useable for small animals. For higher frequencies 
small anechoic chambers with dipole antennas or open-end waveguides are more suitable for 
uniform well-defined exposures. For both the TEM cell and stripline only the center third, both 
horizontal and vertical, of the device can be used to assure uniform exposures. If more than half 
of the space is filled, power can be capacitively coupled into the experimental subject resulting in 
extremely high peak SARs and SAR distributions not found in free field exposures. The field 
inside a TEM cell is shown in Figure 2-13. A group in Japan calculated these patterns using 
FDTD and posted the results on the Internet. These results can be found at: 
http://www2.crl.go.jp/ys/ys221/img/crl/D3-0e.html. 
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(ujo) A 



FDTD analysis of electromagnetic fields in aTEM-cell model 
shown below indicates the uniform area within-10% to + 10% of 
the nominal at the reference point is 1/3 of the separation 
between the outer conductorand septum. 



x (cm) 

Ey-field distribution 


Figure 2-13. Field inside a TEM cell. 


62 


DISTRIBUTION A: APPROVED FOR PUBLIC RELEASE; DISTRIBUTION UNLIMITED. 
PUBLIC AFFAIRS CASE NO. 11-069 





























A problem in using the stripline is that it radiates power into the area around it and if 
conductors or dielectric bodies are moved in the vicinity of the stripline the fields inside it can 
change. Because it is not a closed system, the SAR in a stripline cannot be determined by 
differential power measurement techniques. Since the stripline has no advantage and potentially 
more problems than a TEM cell or open-end waveguide, it should rarely, if ever, be used for 
biological experiments. 

When higher-order modes and standing waves are not present, the E-field strength between 
the plates in the chamber can be found from: 

E = V/d (13) 

where d = the distance from the septum to the outer wall, and 

V = (PZ 0 ) 1/2 (14) 

where V = the rms voltage between the center conductor and the outer conductor of the line; P = 
the input power in watts; and Z 0 = the characteristic impedance of the chamber usually 50 Ohms. 

The equivalent incident plane wave power density can be found from: 

P inc = E 2 / 3770 mW/cm 2 (15) 


with the E-field in rms V/m. 

Fields inside the TEM cell should be measured using appropriate E-field and H-field 
probes and the whole-body SAR determined by differential power techniques. 

2.6 SAR Measurement 

The SAR measurement is very useful in dosimetry. In cases where nonuniform exposures 
occur or where incident-power density cannot be measured, SAR is the only measurement that 
allows definition of the RF exposures. There are five basic techniques for measuring the SAR in 
biological systems and phantoms: 

1. Differential power measured in a closed exposure system 

2. Rate of temperature change in the biological test subject measured with 
noninterfering probes 

3. Calorimetric techniques 

4. Thermographic techniques 

5. Implantable E-field probes 
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The latter four methods are also suitable for near-field SAR measurements. 


2.6.1 Differential-Power Technique 

For the differential-power technique, use directional couplers and power meters on all 
input and output ports of the exposure device. In the case of waveguide and TEM-mode exposure 
devices, monitor the input, output, and reflected powers and determine the absorbed power by: 

Pe=Pi-Po-Pr ( 16 ) 

where Pe= power (watts) absorbed by empty exposure device; Pf= input power (watts); Po= 
output power (watts); and Pr= reflected power (watts). 

Place the sample in the exposure device and determine Ps, the power absorbed by both 
the sample and exposure device, in a similar manner. Determine the total absorbed power for the 
sample by taking the difference between P E and Ps- To determine the SAR, divide the total 
absorbed power by the mass of the sample. 

The accuracy of these measurements can be improved by electronically measuring 
differential power i.e., using a differential amplifier or, for even more accuracy, digitizing the 
power meter readings to be stored in a computer. Controlling temperature of the couplers and 
power meter heads also will improve the stability of the measurements. 

The fields in a circular waveguide system can be quantified by differential-power 
determination of the SAR in the animal being exposed. To do this, subtract from the input power, 
the power reflected out of the two transmitting and the two output ports. This requires five power 
meters. 

2.6.2 Noninterfering Temperature-Probe Techniques 

RF noninterfering probes can be used to determine SAR distributions in realistic 
phantoms, cadavers, and live animals. High-resolution systems using thermistor detectors on 
high-resistance lead wires can reliably measure 0.01 °C temperature changes in high-level RF 
fields. Lossy-line systems work best for frequencies above 100 MHz. For high fields below 100 
MHz, line burnout may be a problem. Fiber-optic readouts are usable across the RF spectrum 
with minimal interference problems, but these instruments are not as stable as thermistor based 
units. Having the most sensitive technique possible is important if SAR distribution is to be 
measured. Less sensitive techniques require larger temperature rises, and more smearing of the 
SAR pattern will occur. Therefore, keep exposure time to a minimum to obtain minimum error 
from heat flow within the subject. Measure temperature rises in °C per minute; and for tissue and 
tissue-equivalent material, convert these data to SAR by 

1 °C/min = 58.6 W/kg (17) 

which is based on a specific heat of tissue of 0.84. For liquids with a specific heat of 1, the 
conversion is 1 °C/min = 69.8 W/kg. 
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This measurement technique is the most accurate for assessing SAR distribution in 
phantoms and cadavers, allows temperature regulation to be measured in live animals, and is 
inexpensive. The major disadvantage is the time required to define the SAR in large or complex 
geometrical bodies. 

2.6.3 Calorimetric Techniques 

Calorimetric techniques prove extremely useful in measuring whole-body SAR for 
animal phantoms and cadavers. The two techniques in use are Twin-well and Dewar calorimetry. 

Twin-well calorimetry yields accurate results and requires little effort from the 
experimenter after initial setup and calibration. Difficulties include long run times for making 
one measurement (approximately 1 day for a large rat), complexity of multiple thermocouple 
readouts that make it difficult to detect failure in one or two thermocouples, and relatively high 
cost. 


The Dewar calorimeter technique is relatively inexpensive, is simple (calibration and 
operation anomalies are easily resolved), and requires a relatively short time for one reading 
(from 30 min for a mouse to 1 h for a rat). Accurate SAR determinations can be made with this 
technique, but they require experimenters to exercise extra precautions. 

To check for heat loss during exposure, compare an SAR measurement immediately after 
exposure with a measurement that was delayed by a period equal to the exposure time. Water is 
usually used as the heat transfer medium. Use just enough water to allow total immersion of the 
cadaver. Adjust the water temperature to approximately 0.5 °C below the ambient air 
temperature; and after inserting the exposed animal, adjust the resultant temperature by varying 
exposure time to obtain a temperature rise of approximately 1 °C. This achieves maximum 
stability in terms of calorimeter drift. When thermal equilibrium is reached (i.e., when the change 
in temperature is less than 0.01 °C during a 15-min period), measure the final temperature, T F 
and use it to evaluate T e for each cadaver: 


T e =[(Z p + Me Ce)(T F - T; )]/( M s C s ) + T F (18) 

where T e = rationalized temperature of the cadaver upon insertion in the calorimeter; M s = mass 
of the cadaver (kg); C s = specific heat of the cadaver (J kg 1 - K 1 ); M e = mass of water in 
calorimeter (kg); C e = specific heat of water (J-kg'-K' 1 ); Tj = temperature of calorimeter just 
before insertion of cadaver (°C); T F = final temperature of calorimeter (°C); and Z p = heat 
capacity of calorimeter (JTC). 

The SAR in W/kg is determined by 

SAR= C s (T e (exposed) - T e (control))/exposure time in seconds 

where C s = 3448 for a rat or mouse and C e = 4185. 


65 

DISTRIBUTION A: APPROVED FOR PUBLIC RELEASE; DISTRIBUTION UNLIMITED. 
PUBLIC AFFAIRS CASE NO. 11-069 


The readout of the calorimeter can be automated by direct computer readout. This also 
facilitates computations. 

2.6.4 Thermographic Techniques 

A scanning thermographic camera can be used to provide detailed SAR distribution in 
phantoms and cadavers in a short time. Suitable material to separate sections of the phantom or 
cadaver must be used, and readout after termination of exposure must be rapid. If the output of 
the thermographic camera is put into a computer, average SAR can be easily computed. 
Personnel at the University of Washington have developed this technique, which is described in 
detail by Guy (1971). The technique has proven valuable in assessing SAR distribution for 
laboratory animals and models of man. The procedure originally involved using a thin sheet of 
plastic to facilitate separating the halves of the phantom, thus the procedure was limited to 
symmetrical models exposed to a linearly polarized field (E-field parallel to the interface) to 
avoid interrupting any induced currents that would normally flow perpendicular to the median 
plane of separation. For near-field measurements, however, the procedure was modified by 
replacing the plastic sheet with a silk screen, thus allowing easy separation without loss of 
electrical continuity Guy et al., (1975). The major disadvantage of this technique is the high cost 
of the required equipment. 

2.6.5 Implantable Electric-Field Probes 

Miniature electric-field probes with fiber-optics readout were developed by Bassen et al., 
(1977). Orthogonal probes are commercially available from SARTEST Ltd. located in 
Newdigate, UK. This system can be used to determine the E-field in a cadaver or phantom 
exposed to RF fields. SAR can be determined if the E-field is measured and the dielectric 
properties of the subject are known using the following equation: 

SAR = c E 2 / p m (19) 

where a = effective conductivity (S/m); E = RMS electric field (V/m); and p m = density of the 
subject (kg/m 3 ). 

The advantages of this technique include instant readout (allowing SAR distribution to 
be determined by scanning techniques) and accurate measurements in low-level fields (this 
technique being at least 10 times as sensitive as any technique previously discussed). The 
primary problems include probe rigidity (requiring straight insertion into the subject) and 
frequency-range limitation. The use of orthogonal probes simplifies measurements, but single¬ 
axis probes can be used if they can be rotated to obtain three orthogonal readings. 

2.7 Experimental Monitoring 

During all dosimetry measurements as well as subject exposures, measurements of 
transmitter output and reflected power should be recorded at regular intervals. If possible, a 
field-monitoring instrument should be utilized to track field levels before and during dosimetry 
and subject exposures. All meters on the transmitter should be read at regular intervals. If all of 
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these measurements remain constant the experimental accuracy is assured. If deviation is 
detected in one or more of these measurements, an investigation into the cause should be 
undertaken before the experiment proceeds. 

2.8 Report the Results 

The last step of any dosimetry program is to report the findings. Enough detail should be 
included to allow others to repeat the measurements. Following the scientific method the test 
procedure should be well defined, the results clearly presented, and the conclusions concisely 
stated. This coupled with an equally precisely executed biological protocol results in data of 
great value to the scientific community. 
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3.1 Basic Terms and Definitions 

Exposure of biological objects to electromagnetic fields (EMFs) gives rise to diverse 
bioeffects. Depending on the physical parameters of the applied field and studied biological 
endpoints, these bioeffects are conventionally divided into -thermal” and ^ron-thermal” 
categories. Thermal bioeffects, by definition, are a result of temperature rise caused by EMF 
absorption in tissues. Thermal effects in general are similar to the effects of conventional heating 
and can be attenuated by proper cooling of the object (although cooling by itself has no 
appreciable effect on EMF absorption). In practice, however, EMF exposure can produce spatial 
and temporal heating transients which are difficult or impossible to reproduce by conventional 
heating, leading to so-called -specific” EMF bioeffects, such as microwave hearing (Lin, 1978). 

In contrast, authentic non-thermal bioeffects, such as electroporation, are produced 
directly by the effect of electromagnetic field forces. These effects may be quantitatively and 
qualitatively different from known effects of temperature rise, and simple removal of the 
excessive heat produced by the field interaction with the biological system does not prevent or 
attenuate non-thermal effects. 

In practice, it may be difficult to distinguish between thermal, specific thermal, and 
nonthermal effects. The existence of many alleged non-thermal effects and their physical nature 
remain the hottest topic in bioelectromagnetics, despite several decades of research. 

In any biological experiment involving EMFs, and regardless of the particular 
mechanisms of how bioeffects are produced, the -extent” of EMF interaction with the living 
object has to be characterized by certain metrics. The specific absorption rate (SAR, W/kg) is a 
convenient and universal metric for many types of EMF exposure, and it is defined as: 

SAR = aE 2 /Pm (1) 

where E is the induced electric field in tissue (V/m), a is the electrical conductivity of the tissue 
(S/m), and p is the mass density of the tissue (kg/m 3 ). 
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Being a measure of the rate of energy transfer from the field into the tissue, SAR can also 
be conveniently estimated indirectly, from the rate of temperature rise in tissue under exposure. 
With the assumption that all the absorbed field energy is transformed into heat, and disregarding 
any heat dissipation, SAR (W/kg) at any location in the tissue is measured as: 

SAR = cAT/At (2) 

where AT is the temperature increment (°C), c is the specific heat capacity of the tissue (J/(kg x 
°C)), and At is the duration (sec) over which AT is measured. In practice, AT has to be measured 
over as short as possible time interval immediately after the onset of exposure, when the heat 
dissipation is minimal and can be disregarded. 

Over time, SAR has been widely accepted as the principal exposure metric for many 
types of EMFs, particularly for radio frequency (RF) and microwave radiations. Nonetheless, 
several misconceptions exist. First, close connection between SAR and heating may be 
misinterpreted as a synonymy of these two parameters. Proponents of this position tend to 
disregard the fact of heat dissipation and obvious facts that the temperature can be intentionally 
kept the same or even lowered even at very high SAR values. The -opposite” misconception is 
interpretation of any temperature rise as resulting directly from EMF energy absorption, whereas 
it could also be a result of conventional heat transfer from adjacent areas where the EMF 
absorption actually occurred. 

Precise measurement of local temperature rise in objects exposed to intense pulsed EMFs 
is a complex technical problem. However, when performed correctly, these measurements 
provide information which is critical for correct interpretation of biological data. Moreover, such 
temperature measurements can provide the basis for a fast and elegant measurement of local 
SAR, with high precision and spatial resolution that exceeds the limits of other known methods. 


3.2 Instruments and Techniques for Local Temperature Measurements in Intense Pulsed 
EMFs 

3.2.1 General Considerations 

One critical feature of thermometers intended for measurements during EMF exposure is 
their EMF compatibility, which has two different components. First, thermometers that have an 
electrical circuitry may be vulnerable to EMF pick-up: the electronic measurement circuitry, 
wire leads, and temperature probes may function as antennas, and erroneously report the detected 
electrical signal as a change in temperature. These artifacts can be minimized or eliminated by 
using thermometers equipped with remote sensors, and moving the electronic measurement 
circuitry to outside of the field; by aligning the wire leads perpendicular to the E-vector of the 
field and by shortening them; by using high-resistance wires; by reducing the physical 
dimensions of temperature probes; or by using non-metal temperature probes and connectors, as 
in fiber optic thermometers. 
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Another problem of EMF compatibility results from the fact that temperature sensors 
have dielectric properties which are very different from those of biological tissues and samples. 
Therefore, just the insertion of the probe into the sample may change EMF absorption and 
heating compared to the situation when no probe was present. It has been a common knowledge 
that metal probes may alter the local field and therefore should be avoided. However, it is much 
less known or appreciated that dielectric non-uniformities (e.g., plastic probes or air bubbles in 
biological samples) can also cause profound local field distortion (Alekseev & Ziskin, 2001), 
leading to erroneous measurements (an example of such behavior will shown in Figure 3-6 and 
discussed later). Perhaps the best practical way to reduce artifacts from introduction of 
temperature probes into EMF-exposed samples is reducing the size of probes. 

Hence, minimization of temperature probes improves their EMF compatibility by 
decreasing both the EMF pick-up (by metal probes) and by decreasing the field distortion (by 
both metal and non-metal probes). In addition, using small probes has a number of other 
advantages. Smaller probes can be positioned in biological samples with less damage to 
surrounding tissues. Smaller probes have lower heat capacity, which means more accurate and 
faster reading of temperature changes (and the fast response is perhaps the most critical feature 
for using them in pulsed EMF dosimetry, see section 3.2.2). Finally, smaller probes have greater 
spatial resolution for temperature and SAR capping” within the exposed sample. 

Using miniature temperature probes connected to a remote electronic circuitry for 
temperature reading and recording of measurements is a must for high-resolution local thermo- 
and dosimetry; however, other salient features of such thermometers need to be taken into 
account. These features include fast response and low noise of the electronic circuitry, good 
sensitivity, stability and accuracy of readings over time. Also, miniature temperature probes may 
be fragile and costly to replace. 

3.2.2 Selection and Availability of Temperature Probes 

A selection of miniature temperature probes that are (or have been) available on the 
market is shown in Figure 3-1. 

VITEK model 101 Electrothermia Monitor is a thermistor probe that was manufactured 
by BSD Medical Devices, Salt Lake City, UT. Based on the original design by Bowman (1976), 
it became the first commercially available ^ron-field-perturbing” temperature probe. With the 
sensor size of about 1 mm, it has the sensitivity of about 5 mK and characteristic response time 
of about 240 ms (Burkhardt et al., 1996). This inexpensive probe has been employed widely in 
biological studies (Adair et ah, 1984; Adey et ah, 2000; Burr & Krupp, 1980; Chou et ah, 1985; 
Galvin & McRee, 1986; McRee & Davis, 1984; Nawrot et ah, 1985; Spiers et ah, 1989) and 
remains in use in some laboratories, although its commercial production has been discontinued. 
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Figure 3-1. The appearance and comparative dimensions of some commercially-available temperature 
probes. The ruler divisions are 1 mm. For the smaller probes, the temperature-sensing element is identified 
by an arrow. See text for more information. 

Different models of fluoroptic thermometers have been manufactured since 1978 by 
Luxtron Corporation (Santa Clara, CA). Fluoroptic temperature sensing is based on the 
fluorescence decay time of a special thermo-sensitive phosphorescent (phosphor) sensor, located 
at the end of a fiber optic cable. Despite their much higher cost compared to VITEC, Luxtron 
fluoroptic thermometers have also been popular among experimenters (Adair et al., 1992; 
Braithwaite et al., 1991; Kojima et al., 2004; Moriyama et al., 1991; Saalman et al., 1991; 
Shellock et al., 1989; Tattersall et al., 2001). Depicted temperature probe is from a Luxtron 850 
model thermometer. With this device, the maximum measurement rate was about 30 
samples/sec; however, at this rate, sequential measurements of a constant temperature could vary 
by as much as 0.5-1 °C (Pakhomov, Mathur & Murphy, 2003). Averaging of sequential 
measurements reduced the "noise," but also reduced the temporal resolution. Other authors 
reported a noise level of 100-250 mK and a response time of 250 ms for a 700-series Luxtron 
thermometer (Schuderer, 2004). Newer Luxtron fluoroptic thermometers with improved 
technical characteristics are now available (www.luxtron.com) , with the smallest sensor being 
0.5 mm in diameter. 

TP-21-M02 is a different type of a fiber optic sensor that is utilized in a REFLEX 
thermometer that was made by Nortech Fibronic Inc. (Quebec, QC, Canada). The manufacturers 
specified temperature resolution is 0.1 °C and the probe‘s response time is 0.3 sec. The exact 
principle of operation of this probe has not been disclosed. Same as Luxtron and HERO 
temperature probes, TP-21 is completely immune to EMF pick-up. The highest acquisition rate 
by the REFLEX thermometer is limited to only 4 samples/sec; however, in our experience, the 
stability of readings over time and reproducibility of measurements were notably better than in 
the other tested fiber optic thermometers (Luxtron 850 and Veloce). REFLEX thermometers are 
no longer available on the market. 
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Figure 3-2. Detailed design and dimensions of the HERO fiber optic temperature sensor. Light reflections 
occur at the inner and outer layers of the sensitive layer. The diagram was kindly supplied by FISO 
Technologies, Inc. (Quebec, QC, Canada) and published with their permission. 

FOT-HERO fiber optic probe manufactured by FISO Technologies (Quebec, QC, 
Canada) is by far the smallest and the fastest on the market. It utilizes a new technology of 
Fabry-Perot white-light interferometry (Choqueta et al., 2000). The heat-sensitive element is just 
a 5-pm thick film of SiH at the tip of the fiber optic cable (Figure 3-2), and the absolute change 
in the thickness of this film due to thermal expansion is measured with a help of a Veloce signal 
conditioner (up to 200 kHz sampling rate). HERO probe has an outstanding response time of less 
than 1 ms and the resolution of 0.03 °C at 1-ms averaging time (see www.fiso.com) . The probe is 
indispensable for unique high-speed temperature measurements; its advantages, however, are 
somewhat offset by the high cost, ffagileness, and appreciable sensitivity of temperature readings 
to the positioning and bending of the fiber optic cable. 

Pre-manufactured thermocouples of various sizes are available, for example, from Omega 
Engineering Inc. (www.omega.com) . Shown thermocouples are made of 125-pm (left) and 25- 
pm (right) copper and constantan wires (T-type thermocouples); the smaller one will be regarded 
below as a microthermocouple (MTC). Thermocouples, as well as leads connecting them to 
amplifiers or other devices, are not ^on-field perturbing.” They may affect local field 
distribution just by the virtue of their presence in the field, and the field-induced currents may 
heat the thermocouple junction or affect the amplifier directly, producing erroneous readings. 
The response time in the smallest thermocouples is comparable to that of the HERO probe (e.g., 
it is 2 ms in MTC), which makes them a valuable tool for dosimetry applications described 
below. 


When proper measures are taken to minimize possible EMF pick-up artifacts, 
thermocouples may be a convenient and inexpensive alternative to fiber optic thermometry, and 
they have often been employed in EMF bioeffects studies (Dunscombe et al., 1988; Dunscombe 
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et al., 1986; Gammampila et al., 1981; Gerig et al., 1992; Haveman et al., 2003; Moriyama et al., 
1988; Pakhomov & Doyle, 2000; Pakhomov et al., 2002a; Pakhomov et al., 2000a; Pakhomov et 
al., 2000b; Pakhomov, Mathur & Murphy, 2003). 

3.2.3 Comparative Evaluation of Temperature Probes’ Performance Under a High 
Intensity Pulsed Microwave Exposure 

3.2.3.1 Microwave Exposure Setup 

We utilized the same setup that was employed previously (Pakhomov et al., 2003; 
Pakhomov et al., 2002a) for in vitro exposure of small biological objects to extremely high peak 
power microwave pulses (EHPP). EHPP were generated by either an MH300 system with an 
MF-IM65-01 RF plug-in (Epsco Inc., Itasca, IL), or by a model 337X magnetron transmitter 
(Applied Systems Engineering, Inc.). The following EHPP exposure parameters were used in 
this study: carrier frequency between 9 and 10 GHz (typically 9.6 GHz), peak output power 75- 
115 kW (MH300) or 230-260 kW (337X), pulse width from 0.5 to 2 ps, isolated pulses or brief 
pulse trains with up to 1 kHz repetition rate. 

A separate transmitter (HP 8690A sweep oscillator with Hughes 8020H amplifier) was 
used to generate microwave pulses of the matching carrier frequency, but longer pulse duration 
(1-100 ms) and lower peak power (<20 W). Microwave pulses were transmitted via a waveguide 
(WR90, 22.86 x 10.16 mm) to a custom-made exposure chamber, which was mounted atop a 
waveguide flange and filled with a saline. The waveguide opening was sealed with a sapphire 
matching plate, flush with the flange (Figure 3-3). Incident and reflected powers in the 
waveguide were measured via directional couplers by an HP 438A power meter using HP 8481A 
power sensors. Reflection from the exposure chamber into the waveguide was less than 3%. 
EHPP shape was nearly rectangular, as monitored via an HP 432 detector on a TEK 2430A 
digital oscilloscope. 
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Figure 3-3. Basic design of the exposure chamber that was employed in microdosimetry and the 
thermometry experiments. A, the original design after Chou and Guy (1978), and B, the modified design with 
improved access to the area immediately above the matching plate. C, calculated absorption in the saline 
along the axis of the waveguide as a function of distance above the matching plate. Calculations were 
performed using Equation 3 for 9.5 GHz at 25 °C. Note that local SAR decreased exponentially with the 
distance above the plate, at a rate of about twofold per 1 mm. With the saline depth of 10-20 mm, the 
microwave radiation intensity at the surface was attenuated by a factor of 2 10 -2 20 , so any microwave leakage 
to the outside of the exposure chamber and backward reflection from the saline air interface could be 
discarded. 


3.2.3.2 Exposure Chamber Design and Analytical Evaluation of Local SAR 

Initially, the design of the exposure cell was similar to the one proposed by Chou and 
Guy (1978), Figure 3-3A. A vertical section at the end of the waveguide was separated by a 
quarter-wave matching plate and filled with saline. The waveguide walls in the cell were covered 
with a lacquer to prevent its electrical contact with the solution and possible corrosion. Complex 
dielectric constant of this solution at 9.3-9.7 GHz and at various temperatures was calculated by 
equations given by Stogryn (1971). With the solution normality of 0.12-0.14, its relative 
permittivity (e r ) and conductivity (ct) at 25 °C were calculated as 63.4 and 15.9 S/m, respectively. 
To verify the calculations, the dielectric properties of the solution were also obtained 
experimentally using an HP 8510 measurement system (see Bao et al., 1996) for detailed 
procedures). Measured values (s r = 63, a = 16 S/m) were virtually the same as the calculated 
ones. The respective linear loss coefficient of the solution was 3.71 Np/cm. 

SAR in the solution along the axis of the waveguide decreased exponentially with 
increasing the distance above the matching plate, and could be calculated according to Chou and 
Guy (1978) as: 


SAR = (1/p) 2(Pf s Pr) 2ae~ 2az (W/g) (3) 

where p is the saline density (g/cm ). P, and P r are the incident and reflected power values (W; 
their difference will be regarded below as a "transmitted power"), S is the cross-section of the 
waveguide (2.32 cm ), a is the linear loss coefficient in the saline (Np/cm), and z is the distance 
above the matching plate (cm). Based on this equation, a power of 100 kW transmitted to the 
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exposure cell would produce SAR values of 610, 304, 145, and 69 kW/g at the distances of at 0, 
1, 2, and 3 mm above the plate, respectively (calculated for 9.5 GHz and 25 °C). In other words, 
SAR in the saline decreased approximately twofold per millimeter. 

In the later experiments, the waveguide walls beyond the matching plate were removed to 
form a larger reservoir (Figure 3-3B) with better access from the sides to the area where the SAR 
was the highest (immediately above the matching plate, along the axis of the waveguide). The 
entire reservoir was filled with the saline; because of shallow microwave penetration into the 
saline at the employed microwave frequencies, the removal of waveguide walls had no 
measurable effect on SAR in the chamber along the waveguide axis or in its immediate vicinity. 

For testing of temperature probes, they were positioned 0.5-2 mm above the center of the 
matching plate. Peak SAR at this location reached 0.3-0.8 MW/g for EHPP and 5 to 50 W/g for 
millisecond-range pulses. Accurate measurement of local temperature and SAR in such a high- 
intensity pulsed microwave field and within a steep field gradient is perhaps among the most 
challenging tasks in practical microdosimetry. This is exactly the reason why we chose such 
-unfavorable” conditions to compare the performance of different temperature probes and to 
evaluate their applicability for EMF microdosimetry. 

3.2.3.3 Temperature Measurements 

Three probes were selected for comparative evaluation of their performance under the 
extreme conditions of microwave exposure described above. The probes were (1) TP-21 with a 
REFLEX thermometer, (2) HERO with a VELOCE signal conditioner, and (3) a copper- 
constantan MTC (25-um wires), connected to a DAM50 DC amplifier (WPI) via a cold junction 
compensator (Omega). Zero DC level of the amplifier output was regularly checked with a 
model 181 nanovoltmeter (Keithley Instruments, Inc. Cleveland, OH) and was adjusted 
whenever a measurable drift was detected. Within a narrow range of temperature changes 
employed in this study (<10 °C), the inherent non-linearity of the thermocouple readings was 
negligible and could be disregarded. 

For convenient handling, MTC was fixed in a custom-made glass holder. Bare wires 
ending with the thermocouple junction extended from the holder by 1-2 mm; they were covered 
with a lacquer for electrical insulation from the saline. The lacquer coating was made as thin as 
technically achievable, under a visual control using a microscope. 

The three probes were positioned in the exposure chamber so that they were touching 
each other at the same level, 1-1.5 mm above the center of the matching plate. The precise and 
well-reproducible positioning was accomplished by means of three separate micromanipulators, 
and was controlled via a dissection microscope. To allow for the visual control of the probes ‘ 
positions, they had to be inserted at about 45° angle to the field propagation vector (although 
strictly vertical insertion could have reduced EMF pick-up by MTC leads and decrease field 
distortion by other probes). 

The outputs of the REFLEX thermometer, VELOCE signal conditioner, and DAM50 
amplifier were connected to analog inputs of a BIOP AC MP100 Data acquisition system (WPI). 
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The calibration factor in each channel was fine tuned to obtain exactly identical temperature 
readings from the three probes (Figure 3-4). All temperature readings were monitored and stored 
on a PC. 



Figure 3-4. Concurrent recording of temperature changes by the MTC, HERO, and TP-21 temperature 
probes. The probes are brought together in the exposure chamber by means of three micromanipulators. The 
temperatures changes were caused by arbitrary additions of hot and cold saline into the exposure chamber 
(no EMF exposure), and were recorded using a BIOP AC data acquisition system. The goal of this experiment 
was to verify the identical calibration of the temperature probes and thermometers employed. See text for 
more detail. 


3.2.3.4 Probes’ Performance Under “Regular” Microwave Exposure 

These experiments were performed using relatively long pulses (10-100 ms) at the 
transmitter output power less than 20 W. Calculated peak SAR values at the location of 
temperature sensors were within 10-40 W/g; the time average SAR values varied widely 
depending on the pulse repetition rate and duty cycle. 

The ability of the probes to produce correct temperature readings during microwave 
irradiation was evaluated in two ways: (1) the probe’s reading should match the concurrent 
readings of the other probes, and (2) the presence of the probe in the exposure chamber in the 
vicinity of the other probes should not affect readings of these probes. 

When MTC and HERO were positioned in the exposure chamber together (in the absence 
of the TP-21 probe), their response to microwave heating was almost identical (Figure 3-5). 
Removal of the MTC from the exposure area had no effect on the HERO readings, indicating 
that possible field distortion and additional microwave heating in the vicinity of the MTC were 
negligible. 
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MTC and HERO together MTC removed MTC back 



Figure 3-5. Readings of the temperature rise by a HERO probe and by an MTC positioned together in the 
exposure chamber. Exposures (shown by arrows): 2-sec trains of 10-ms pulses at different repetition rates, 
15.5 W peak power output (peak SAR ~ 35 W/g). Note that withdrawal of the MTC had no effect on HERO 
readings in response to a microwave exposure. (When withdrawn, the MTC was at an arbitrary remote 
location within the exposure chamber; its readings during the “removed” time interval can be disregarded.) 

Peak heating reading by the MTC could be slightly higher (Figure 3-5) or slightly lower 
(e.g., exposures ## 5 and 7 in Figure 3-6) than respective concurrent readings of the HERO 
readings probe. The reason for these small differences has not been fully understood; they could 
be caused by such factors as slightly uneven positioning of the probes relative to the irradiator; 
different size, shape, and material of the probes, leading to unequal field distortion and 
absorption changes in their immediate vicinity; different heat dissipation via the leads; or a 
combination of thereof. 

The situation changed dramatically when the TP-21 probe was positioned in the 
immediate vicinity of the two smaller probes (Figure 3-6). Not only the TP-21 probe detected 
much higher temperature rise than two other probes, but it also affected the other probes 4 
readings: The temperature rise reported by HERO and MTC in the presence of TP-21 was 
notably higher compared to the same exposure in the absence of TP-21. The difference of TP-21 
readings from those of HERO and MTC could be as high as 5 °C and the effects of the 
withdrawal and re-introduction of the TP-21 probe on the readings of two other probes were 
well-reproducible. 

In other experiments, TP-21 probe was deliberately positioned 0.5-1 mm above the other 
two probes, i.e., father away from the matching plate. Despite considerable additional attenuation 
of the field at these locations, readings of TP-21 were higher or just equal to those of the other 
probes. 
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Figure 3-6. Concurrent recordings of microwave heating by MTC, HERO, and TP-21 probes. Exposures 
(shown by arrows): 5-sec trains of 20-ms pulses at different repetition rates, 10 W peak output (peak SAR ~ 
25 W/g). Note that TP-21 readings of the microwave heating are substantially higher than that of the other 
two probes. Note also that readings of the HERO and MTC probes reversibly decreased when the TP-21 
probe was withdrawn. See text and Figure 3-5 for more explanation. 


The TP-21 probe is immune to microwave radiation and has no metal elements. It is 
probably safe to assume that this probe is capable of reporting correct temperature even when it 
is exposed to microwaves. This conjecture is well confirmed by the fact that we observed no 
pulse microwave pick-up or temperature changes when a TP-21 probe was exposed in air. 
Hence, the only explanation to higher temperature readings by this probe in saline is the local 
field distortion (as described in 3.2.1), resulting in higher local field intensity than it would be at 
the same location in the absence of the probe. In turn, higher local field intensity resulted in a 
profoundly greater heating in the immediate vicinity of TP-21. As a consequence, the smaller 
HERO and MTC probes also displayed higher temperature readings when they were situated in 
the area of field distortion near TP-21. 

Based on the above findings, only the smallest probes (HERO and MTC) were used in 
subsequent experiments. An added (and, as it will be shown, a very important) benefit of using 
smaller probes is their negligible heat capacity and fast response to abrupt temperature changes. 

3.2.3.5 Probes’ Performance Under EHPP Microwave Exposure 

These experiments employed 1- and 2-ps pulses at the transmitter peak output power of 
up to 250 kW; peak SAR at the location of the temperature probes reached 600-800 kW/g. 

An example of simultaneous temperature readings with HERO and MTC probes exposed 
to EHPP is provided in Figure 3-7A. Exposure to a train of 3 EHPP (2 ps pulse width, 500 ms 
inter-pulse interval, 250 kW peak output, 700 kW/g peak SAR) caused a distinct stepwise 
temperature rise. In contrast to -regular” microwave pulses (Section 3.2.3.4), EHPP irradiation 
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could induce transient artifacts in MTC measurements. These artifacts are probably caused by 
EMF pick-up and instant overheating of MTC, MTC‘s wires, and their immediate 
microenvironment. Thanks to the tiny volume and negligible heat capacity of the MTC, the 
excessive heat is fully dissipated in just 20-40 ms after exposure, without any measurable impact 
on the temperature of the medium. Indeed, temperatures measured by HERO probe were 
practically unaffected by the presence or absence of MTC, and vice versa. When the probes were 
situated in the exposure area together, their readings became identical shortly after the exposure. 



Figure 3-7. Concurrent temperature readings by HERO and MTC probes during exposures to trains of 
extremely-high power microwave pulses. All exposures were identical trains of 3 EHPPs: 2 ps pulse width, 
500 ms inter-pulse interval, 250 kW peak output, 700 kW/g peak SAR. The onset of each exposure is 
identified by an arrow. A, alternate readings by both probes situated in the exposure area together and when 
one of the probes was withdrawn. Note that the presence of either probe in the exposure area had no 
apparent effect on readings of the other probe. B, the 2 nd exposure from A, shown at an expanded time scale. 
Note transient EHPP pick-up artifacts, which affected MTC readings during the first 20-30 ms after each 
EHPP. 


In other words, the MTC was capable of measuring correct temperature before the 
EHPP(s) and shortly (but not instantly) after it. The fact that the presence of the MTC did not 
actually affect heating of the surrounding medium was additionally confirmed in a different type 
of experiments (Pakhomov et al., 2000a), where the MTC-recorded heating curves served as 
"self-control" (Figure 3-8). The micromanipulator employed for MTC positioning allowed us to 
raise the MTC for the duration of exposure and then to slide it down to the exact original 
position. The upper heating curve in Figure 3-8 was recorded when the MTC was permanently 
kept at the bottom of the exposure chamber {Position 1 ). The lower curve (the same exposure 
parameters) started when the MTC was elevated into Position 2. After the exposure was over, the 
MTC was slid promptly into the Position 1. 
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a train of 20 high-power pulses (94 kW, 1- fas width, 5-ms interval) 



Figure 3-8. EHHP pick-up by MTC does not affect local heating in the surrounding medium. Upper trace 
(black): MTC was at the bottom of the exposure chamber (Position 1 ) during and after exposure (20 EHPP). 
Lower trace (blue): MTC was at the top of the chamber (Position 2) during the exposure, and was slid into 
the Position 1 after the exposure was over. See text for further explanation. Adopted with changes from 
(Pakhomov et al., 2000a), with kind permission of Springer Science and Business Media. 


Prior to recording the data shown in Figure 3-8, the saline in the chamber has already 
been repeatedly exposed to EHPP trains, in a series of experiments similar to the one illustrated. 
As a result, the starting temperature at the upper Position 2 (farther away from the irradiator) was 
lower than in the Position 1. EHPP produced large artifacts and pronounced heating in the 
Position 1, but much smaller artifacts and only subtle heating in the Position 2. Due to large field 
attenuation, the presence of the MTC in the Position 2 could have no effect on microwave 
heating in the Position 1. 

Therefore, the temperature recorded after sliding the MTC down (blue curve) reflected 
microwave heating at the Position 1, not affected by the presence of the MTC there during 
exposure. However, this temperature was exactly the same as the one recorded with the MTC 
being in the Position 1 throughout the exposure (black curve). This experiment was repeated 
numerous times, with various MTC positions and exposure parameters, and with the same result 
as illustrated. These experiments confirmed once again that the presence of MTC in the medium 
during exposure produced no considerable field distortion and did not measurably affect local 
heating. 


3.2.3.6 Summary: Applicability of Different Probes for Microwave 
Thermometry and Dosimetry 

The records presented in the Figure 3-6 provide an excellent example how a fiber optic 
probe (made only of dielectric materials) may produce erroneous readings when exposed in 
saline to microwave pulses (25 W/g peak SAR and 5 to 20 W/g time-average SAR). Although 
this probe is commonly regarded as -non-fie 1 d-perturb mg” or an -artifact-free,” these definitions 

81 

DISTRIBUTION A: APPROVED FOR PUBLIC RELEASE; DISTRIBUTION UNLIMITED. 

PUBLIC AFFAIRS CASE NO. 11-069 








































are not entirely correct. When exposed in a conductive medium, TP-21 can profoundly distort the 
local field in its vicinity, resulting in erroneous temperature readings. On the contrary, smaller 
probes made solely of dielectric materials (HERO) or of solely conductive materials (MTC) 
displayed almost identical readings. These results indicate once again that the size of the 
temperature probe, especially in intense microwave fields, may be a more important parameter 
than the materials it is made of. 

At the same time, it is worth mentioning that the error in temperature readings by the TP- 
21 probe was logarithmically proportional to the time-average SAR. For the case illustrated in 
Figure 3-6, the readings of TP-21 exceeded those of two other probes by 4.5, 10.5, and 16.5% at 
the time-average SAR of 5, 10, and 20 W/g, respectively (Figure 3-9). One may anticipate that at 
low enough SAR the error becomes negligible, and TP-21 probe can be safely employed for 
temperature measurements. For the case illustrated in Figures 3-6 and 3-8, the apparent -safety 
limit” will be at 2 W/g; however, this value may vary greatly depending on specific exposure 
conditions (frequency, surrounding medium, exact probe position, etc). 



Figure 3-9. The error in temperature readings by TP-21 probe as a function of time-average SAR during 
exposure. Temperature readings of TP-21 are shown as a percentage of concurrent readings of HERO and 
MTC probes, measured in °C. The graph is based on the data illustrated in Figure 3-6. 


Overall, the experimental data suggest that relatively large -*on-field-perturbing” 
temperature probes (e.g., TP-21, Fuxtron, Vitek), which are undoubtedly useful for 
measurements in weak EMFs, may produce large errors in high-intensity, high-gradient and 
should be used with caution. 

Since these probes appeared on the market, they have been a popular choice to measure 
local SAR from the rate of local microwave heating. Such measurements render accurate results 
when all of the following conditions apply: (1) The presence of the probe during exposure does 
introduce large measurement errors, like shown in Figure 3-6; (2) The field and heating gradients 
are relatively low, meaning that the change in these parameters within a distance comparable 
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with the size of the probe can be neglected; (3) Microwave heating should be slow enough to 
allow for adequate data sampling by a particular thermometer (sampling rates of different 
thermometers are largely in the range from 1 to 30 Hz); (4) Microwave heating should be fast 
enough to reliably detect and record the initial linear portion of the heating curve, prior to any 
considerable heat dissipation. Alternatively, the rate of heat dissipation can sometimes be 
accurately measured and included in the equation for calculating SAR (e.g., (Chemeris et al., 
2006)). 


The above procedure of local SAR measurements has been widely used and addressed in 
published literature, including this Handbook and its previous editions. Hence, this method will 
not be further discussed in this chapter, with the exception of one underappreciated problem. 
This problem arises from the fact that local heating in tissues during exposure can be produced 
directly by the EMF absorption at the given locality, and indirectly, by heat flow from 
neighboring areas which might have absorbed more radiation and thereby reached a higher 
temperature. In an artificial -extreme” situation shown in Figure 3-10A (two absorptive layers 
separated by an aluminum foil), a temperature sensor placed in the EMF-shielded absorptive 
layer will still record a heating curve that can be erroneously used for SAR calculation. (Note 
that SAR definition is based on the local E-field, not on the heating rate (Section 1); hence, in the 
absorptive layer shielded by the foil, SAR is equal to zero by definition, irrespective of the local 
heating rate during exposure.) The indirect heating component can be recognized by a delayed 
start of the heating curve after the onset of EMF exposure, typically leading to S-shaped heating 
curves. However, this delay can be easily omitted if the sampling rate of the temperature probe is 
slow (Figure 3-10B); or it can be misinterpreted by the experimenter as a meter -noise” and 
disregarded. 

In real life situations, SAR measurement errors introduced by the indirect heating can be 
very significant and perhaps sometimes approach the 100% level, like in the hypothetical setting 
shown in Figure 3-10. Large errors may be expected, for example, when skin is exposed to mm- 
waves, and local SAR under the skin is measured with a subcutaneous temperature probe (mm- 
waves are mostly absorbed within skin, so subcutaneous heating will have a large indirect 
component). This type of error in local SAR determination is very difficult to account or correct 
for, and it is inherent for methods that require collection of thermometry data over extended time 
intervals. In contrast, the method of -instant” SAR determination with fast temperature probes 
described below (Section 3.2.4) is completely immune to this error. 

Overall, the size, the slow response, and potential errors in readings of the larger 
temperature probes limit their utility for high-resolution thermometry and dosimetry, especially 
in high-gradient and high-intensity fields. When possible, preference should be given to the 
smaller probes, of which only two types can be found on the market, namely MTC and HERO. 

These smaller probes performed equally well with regular” microwave pulses, but not 
with EHPP. EMF pick-up artifacts were clearly present in MTC readings, but they lasted no 
more than 20-40 ms after each microwave pulse. In practice, the repetition rate of EHPP in 
biological experiments is usually kept low, e.g., 0.5-2 Hz or less (otherwise, heating will exceed 
limits of biological function). In these cases, the time-average temperature readings by MTC will 
not be affected by the short-live pick-up artifacts. Indeed, in experiments described in 
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(Pakhomov et al., 2000a), slow concurrent recording of EHPP heating by MTC and by a Luxtron 
probe looked virtually identical. The EMF pick-up transients can also be removed by low-pass 
filtering of the MTC signal, although it must be clearly understood that this procedure is purely 
cosmetic. 



Figure 3-10. Illustration of local SAR measurement error resulting from indirect heating. A, a hypothetical 
exposure setting where two layers of an absorptive material are separated by a metal foil. Microwaves will 
only be absorbed in front of the foil. However, temperature may also rise in the area shielded by the foil, 
because of heat flow from the exposed area. A temperature probe is located in the shielded area behind the 
metal foil. A sample heating curve for a location in the shielded area is measured with a thermometer having 
a discrete sampling rate of 1 Hz (black symbols), the S-shaped onset of the curve will not be detected. An 
experimenter who is not aware that the area was shielded will mistakenly calculate local SAR from the slope 
of the apparently linear portion of the curve (dashed line). If the absorptive media is water (C = 4.2 J/°C x g)), 
the calculated local SAR will be about 5 W/g. Actually, SAR in the shielded area is zero by definition. 

EMF pick-up artifacts are an inherent property of -artifact-prone” probes such as 
thermocouples. Proper positioning of the probe leads and their shielding are the most efficient 
ways to minimize these artifacts, although the results are sometimes unpredictable. In our setup, 
the layer of saline ensured very efficient shielding of the leads, but, depending on specific 
exposure conditions and settings, the magnitude of possible artifacts may be many times greater 
than reported here. In general, thermocouples, as well as other -artifact-prone” probes should not 
be used for temperature measurements unless they are proven to perform properly under specific 
exposure settings. Interestingly, this rule does not apply to the precision local microdosimetry 
technique using MTC (described below), as the temperature readings are taken before and after 
the exposure (not during it) and therefore are not distorted by the artifacts. 

The uniqueness of HERO probe used with VELOCE signal conditioner is in combining 
the -artifact-free” performance features of a fiber optic sensor with the minimum thermal mass 
and virtually instant response typical of the MTC. HERO probe outperforms other temperature 
sensors and potentially can be considered a -golden standard.” However, based on our 
experience with a HERO/VELOCE thermometer (manufactured in 2002), the device was tricky 
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to calibrate and calibration values could be rather unstable. For example, moderate bending or 
simple repositioning of the fiber optic cable, as well as subtle movement of the cable plug-in 
(such as touching it with a finger) could shift the output zero and calibration values, requiring re¬ 
calibration. VELOCE conditioner itself has no indicators and any temperature (or output voltage) 
readout can only be obtained using external devices. Although VELOCE was supplied with 
specific guidelines and software to communicate with a computer, we found it greatly 
advantageous to employ an MP100 data acquisition system with Acknowledge™ software 
instead. Overall, HERO/VELOCE thermometer was an indispensable tool for unique, high¬ 
speed, high-resolution, artifact-free, one-time measurements; however, it may be troublesome to 
use it for routine everyday measurements. (Note: we have not assessed the latest modification of 
this thermometer, which might be already improved by the manufacturer.) 

3.2.4 Modern Temperature Probes that are Not Commercially Available 

Recently, Schuderer and co-authors (2004) reported that a novel thermistor probe for 
temperature evaluations in radio frequency-heated environments has been developed and tested. 
The probe 4 s sensitive area is based on a highly resistive 50 pm x 100 pm layer of amorphous 
germanium processed on a glass tip. The authors stated that the temperature resolution of the 
probe is 4 mK and its response time is of the order of 10 ms. The influence of RF electric fields 
on the signal is minimized due to the high resistance of the sensor and the leads. The probe was 
successfully used by the authors to determine the highly nonuniform absorption distribution 
gradients. 

Thanks to its small size, short response time, and immunity RF fields, the probe appears 
well suited for dosimetry measurements. Indeed, this thermistor probe has offered clear 
advantages over such probes as Luxtron or Vitek. However, no comparison was made between 
this new probe and MTC or HERO detectors. 

3.3 Pulsed EMF Microdosimetry Using MTC and Hero Temperature Probes 
3.3.1 General Considerations 

As shown in Section 3.2, MTC and HERO are the most suitable probes for high- 
resolution, fast temperature measurements with minimum local field distortion. In this chapter, 
we will show these probes can be utilized for precision microdosimetry in high-intensity pulsed 
EMF. Although a HERO/VELOCE thermometer would be a top choice for this task, the cost of 
this device may be prohibitively high for most experimenters (in 2002, the cost was about $8,000 
for VELOCE and $750 for each HERO probe). Therefore, we will largely focus on the use and 
performance of MTC, to demonstrate that it can be reliably used in many microdosimetry 
applications, despite possible EMF pick-up artifacts. 

A conventional way to calculate SAR from temperature rise is based on the measurement 
of the initial slope of the heating curve during EMF exposure (see Section 3.1 and also Figure 3- 
15). When MTC is used for this purpose, EMF pick-up transients may obscure the initial slope, 
making accurate measurements impossible (e.g., see the top record in Figure 3-11). Therefore, 
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MTC could not be employed in the conventional manner for measuring local SAR from EHPP 
exposure, so an alternative procedure had to be developed. 



Figure 3-11. The shape of heating/cooling curves recorded by MTC at different time scales. Heating was 
produced by identical trains of 10 EHPP (110 kW peak transmitted power, 1 ps width, 1 ms interpulse 
interval, 1 train/12 s). Note EHPP pick-up artifacts (they also mark the time when the EHPP train was 
applied), brief temperature decline after the exposure is over, and a long-lasting temperature plateau 
afterwards. Exposures were performed in the chamber shown in Figure 3-3, A; MTC was positioned in saline 
about 1 mm above the center of the matching plate. Adopted with changes from (Pakhomov et al., 2000a), 
with kind permission of Springer Science and Business Media. 


3.3.2 A Key to Microdosimetry in Intense Pulsed Fields: The Temperature Plateau 
Phenomenon 

An unexpected observation from the temperature curves measured with MTC and HERO 
probes (but not with any other probes) was the presence of an extended temperature plateau after 
a short microwave pulse or a brief train of pulses (Figures 3-7B, 3-11, 3-12). It should be 
emphasized that this was an actual plateau, and not a part of the declining slope that was 
artificially expanded to make it appear flat. The presence of this plateau was a distinguishing 
feature of fast MTC and HERO recordings and typically could not be detected when using larger 
and slower probes. Perhaps this fact explains why, despite numerous studies in the area of EMF 
thermometry and dosimetry, the plateau phenomenon has not been described until recently 
(Pakhomov et al., 2000a). 
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Figure 3-12. Examples of the temperature plateau following exposure to a single extremely-high peak power 
microwave pulse (pulse duration 2 jus, peak transmitted power about 240 kW). Exposure setting is the same 
as in Figure 3-11, except for using the chamber shown in Figure 3-3B. The same temperature recording was 
made using MTC (top) or HERO probe (bottom). The time when the EHPP was delivered is shown by 
arrows. Numbers in each square show the temperature difference from the pre-exposure level (AT, °C), as 
averaged over a respective 100-ms interval identified by grid divisions. Note that the temperature stayed 
practically constant (within 3 digits of precision!) for at least 700 ms after the microwave pulse, meaning the 
detection of a true post-exposure temperature plateau. Note also that the initial EMF pick-up artifact is not 
present when using HERO probe, which is artifact-free. Slightly higher readings of the HERO probe 
compared to the MTC, similar to those seen in Figure 3-6, could be a result of minor field distortion in the 
immediate vicinity of this probe. 

At a first glance, the existence of temperature plateau after an exposure is somewhat 
counterintuitive. If an object 1 s temperature has been increased above the background during the 
EMF heating, one may expect it to go down immediately once the external influx of energy is 
discontinued. However, measurements taken with the smallest and fastest probes show 
unambiguously that the temperature decrease after cessation of exposure may occur after a short 
delay, forming a post-exposure temperature plateau. Potential reasons for plateau formation, at a 
conceptual level, are explained below and illustrated in Figure 3-13. 

Figure 3-13A depicts a hypothetical situation when a temperature probe is placed inside a 
sphere made of an absorptive material. It is also assumed that the presence of the temperature 
probe causes no field distortion, does not affect heating in the sphere, and that some sort of an 
EMF exposure caused uniform heating of the sphere above its environment. In this case, 
cessation of EMF exposure will have no immediate effect on the temperature readings by the 
probe. First, the surface layers of the sphere will begin to cool down to the environment 
temperature; next, the intermediate-depth layers will start to cool down; ultimately, the process 
will reach the center of the sphere in the vicinity of the probe, which will then display a 
temperature decline. However, this process takes some finite time, and there will be a distinct 
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delay between turning off the EMF field and the onset of the temperature decline, displayed as a 
post-exposure plateau on the temperature curve. The time duration of this plateau will depend on 
many parameters (e.g., the size of the sphere, the rate of heat conduction), but the principal 
conclusion from this hypothetical example is that the presence of a post-exposure temperature 
plateau is indeed expected and makes no surprise in such exposure setting. 



Figure 3-13. Hypothetical exposure settings that illustrate situations when local temperature inside of an 
EMF-heated object may remain unchanged for a finite time interval after cessation of exposure. In A, the 
temperature probe is located within a sphere that has been heated to a uniform temperature by some 
modality of EMF exposure. In B, the probe is placed into a medium that has attained a uniform temperature 
gradient during the EMF exposure; the exposed surface is assumed to be warmer (red) than deeper layers 
(yellow). Blue arrows show the direction of heat flow once the exposure is terminated. In both A and B 
settings, the temperature probe may record a short-lived temperature plateau after the exposure is turned 
off. See text for more explanation. 


Figure 3-13B depicts a more realistic situation, when an absorptive object has been non- 
uniformly heated by an EMF exposure. The object is assumed to have semi-infinite structure, 
meaning that it has one flat surface and the other surfaces are far away, so they need not to be 
accounted for. We assume again that the presence of the temperature probe had no effect, and 
expect that the irradiated surface of the cylinder experiences maximum heating, whereas deeper 
areas will be heated less and less, due to gradual power loss when the field propagates through 
the object. Hence, irradiation will produce a temperature gradient in this object; for simplicity, 
we will consider the situation when the attained temperature is the same at any given depth from 
the surface and that the temperature change with the distance from the surface is linear (although 
in real-life exposure conditions it will usually be closer to exponential). 

In this setting, once the EMF radiation is turned off, the temperature sensor will be 
instantly subject to two opposite processes: it will be cooled down by heat conduction to the 
deeper (cooler) layers, but concurrently it will also be warmed up by heat conduction from the 
upper (warmer) layers. In the idealized situation, two processes completely balance each other, 

88 

DISTRIBUTION A: APPROVED FOR PUBLIC RELEASE; DISTRIBUTION UNLIMITED. 

PUBLIC AFFAIRS CASE NO. 11-069 





















resulting in a temperature plateau that will last for a certain time after the irradiation is 
discontinued. 

One may argue that real-life EMF exposures will seldom, if ever, produce field and 
temperature distribution patterns such as described above. However, if we consider only a very 
small volume within a large exposed object, these patterns may be indistinguishable from the 
idealized situation. Hence, with a microscopic temperature probe that measures instant 
temperature in its immediate vicinity, the idealized assumptions may indeed be true for real-life 
situations. 

This idea can be illustrated by the following example: When a rat is exposed to 2.45-GHz 
microwaves at a high incident power density (e.g., 100 mW/cm 2 ), the heating of the animaTs 
body will be highly non-uniform, and temperature gradients will vary greatly depending on the 
exact location, type of tissue, and body orientation with respect to the EMF source. However, 
when we consider a smaller volume of a relatively uniform tissue (e.g., only the liver), heating of 
this volume and temperature gradients within it will probably be much more uniform. 
Furthermore, if we consider just a small volume of, say, 1 or 0.5 mm 3 inside the liver, the field 
and temperature distribution within this small volume will be close to the idealized situation. 
Then, for the reasons discussed above (Figure 3-13), a tiny temperature probe placed within this 
volume should record a short-lived temperature plateau after the radiation is turned off. Note that 
the volume of the MTC is less than 0.0001 mm (not counting the leads), and it is not surprising 
that the tissue volume in its immediate vicinity will -behave” similarly to what is expected under 
idealized exposure conditions. 

The time duration of the post-exposure plateau will vary depending on how big is the 
volume near the probe that has uniform temperature or temperature gradient structure and 
uniform heat conduction properties. For example, the plateau may last 100 ms if the uniform 
volume is 1 mm 3 , and 20 ms if it is 0.5 mm 3 (the numbers are arbitrary); and no plateau will be 
detected if the probe is positioned at an interface of two distinctly different materials (e.g., 
touching the bottom of the exposure chamber in Figure 3-3). 

In this chapter, we only attempted to explain the principle mechanism of how a post¬ 
exposure temperature plateau may form, and do not attempt to make any quantitative predictions, 
such as what are the borderline conditions for plateau detection in a particular microenvironment, 
using a specific probe, and under specific exposure conditions. Such calculations would be rather 
complex and their utility limited, due the countless variety of exposure conditions. As far as 
practical applications are concerned, the plateau can be readily and routinely detected if (1) the 
temperature probe is small enough, such as MTC or HERO, (2) the temperature data are acquired 
at a rate of no less than 100 Hz (1000 Hz preferred), so that a plateau that lasts only a few tens of 
milliseconds will not be missed, (3) the high-frequency cut-off filter of a signal amplifier, if one 
is used, should be no less than 50-100 Hz; any low-frequency filters must be disabled to allow 
DC recording, (4) the overall duration of EMF exposure (a pulse or a train of pulses) should not 
exceed 10-100 ms, (5) the EMF intensity is high enough to produce measurable heating during 
this brief exposure, and (6) the probe is positioned so that it is surrounded by a uniform 
absorptive medium, not at the interface of media with different absorptive and heat conduction 
properties. Failure to meet the above conditions does not necessarily prevent one from the 
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detection of the post-exposure temperature plateau, but the probability of this event will be 
decreased. 

With EHPP exposure and temperature recording using MTC, the plateau is not instant 
after the exposure is turned off. Typically, the plateau occurs after a brief (~ 10-20 ms) decline of 
the reported temperature (Figures 3-11, 3-12, and 3-14). The reasons for this artifact may be one 
or both of the following: (1) relaxation of the EMF pick-up signal in the electronic circuitry of 
the amplifier, and (2) additional heating of the MTC by EMF-induced currents in the MTC itself 
and in its leads. In the latter case, the brief decline of temperature truly reflects dissipation of this 
-additional” heat from the MTC into the surrounding medium. Fortunately, the size and the heat 
capacity of the MTC are so small that the additional heating of the medium by the presence of 
MTC typically does not affect the level of the following plateau. For example, in Figure 3-13A, 
the plateau levels were identical after EHPP trains that ended with different sizes of the 
temperature artifact (the largest artifact occurred with the shortest (1-ms) interval between 
EHPP). This brief initial artifact was not present when the temperature changes were recorded 
with HERO probe (which is artifact-free), but the plateau level was practically the same as with 
the MTC probe that picked up a large artifact (Figure 3-12). 

3.3.3 Post-Exposure Temperature Plateau, Specific Absorbed Dose (SAD), and 
Specific Absorption Rate (SAR) 

Based on the discussion above, the presence of the post-exposure plateau means that, at 
the given location, the dissipation of heat generated by EMF absorption was negligible, or that 
the opposite heat flows were balanced and cancelled each other. In either case, heat dissipation 
can be disregarded, so the plateau level (i.e., the difference between the temperature before the 
exposure and the plateau) is linearly proportional to the absorbed energy (which, in turn, is 
proportional to the delivered energy). Indeed, when the delivered energy is kept constant, the 
level of the plateau does not change, regardless of the particular pulse repetition rate or overall 
train duration (Figure 3-14A). Likewise, equal increments in the amount of delivered energy (by 
adding extra four pulses to the train, Figure 3-14B) produced proportional and identical 
increments in the measured plateau level. 

Hence, the local SAD (J/g) can be accurately measured from the post-exposure 
temperature plateau level as: 

SAD = C AT (4) 

where C is the specific heat capacity of the medium (J/(kg x °C)), and where AT is the plateau 
level (°C). 
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Figure 3-14. The post-exposure plateau level does not depend on the pulse repetition rate (A) and is 
proportional to the delivered (and absorbed) energy (B). Heating was produced by EHPP trains (1-ps pulse 
width, -100 kW peak transmitted power); pick-up artifacts show the exact time when microwave pulses were 
applied. Temperature was measured as a mean value for a 40-ms period. A: Trains of 10 pulses (therefore, 
delivering the same dose) were applied with interpulse intervals of 1, 3, 5, and 13 ms. The post-exposure 
plateau level (0.93 °C) did not depend on of the interpulse interval or the amplitude of the pick-up artifacts. 
B: Changing the absorbed dose by varying the number of pulses in the EHPP changes the level of post¬ 
exposure temperature plateau in the linear manner. Heating by a single pulse was about 0.09 °C. Reproduced 
from (Pakhomov et al., 2000a) with kind permission of Springer Science and Business Media. 

Once the SAD is known, we no longer need to measure the initial slope of the heating 
curve to calculate SAR. Instead, SAR (W/g) can be easily calculated as a ratio of SAD and 
known duration of the EMF pulse (At, sec): 

SAR = SAD / At = C AT / At. (5) 

In case if heating is produced by a train of pulses, At is the product of the pulse number 
and individual pulse duration (sec). This -alternative” method of fast and accurate measurement 
of local SAR is illustrated in Figure 3-15. 
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Figure 3-15. Standard and alternative methods of specific absorption rate (SAR) measurement from heating 
dynamics. Shown are the microwave pulse duration (lower traces) and sample heating curves (upper traces). 
The standard method uses the initial slope of the heating curve (C is the specific heat capacity of medium). 
The alternative method calculates SAR from the level of the after-pulse plateau and the duration of the pulse, 
or of all pulses in a train (in the right fragment, n is the number of pulses and t is the known duration of each 
pulse). Both methods can be used with the same result when the plateau is present and no artifacts are 
recorded. However, the alternative method is the only choice when the initial slope cannot be measured 
accurately. Some fragments have been reproduced from (Pakhomov et al., 2000a) with kind permission of 
Springer Science and Business Media. 

The final step to justify the alternative method was to compare measured SAR values 
with those predicted theoretically by the equation 3. SAR measurements were performed with 
MTC in well-defined exposure conditions (Figure 3-3A), and the comparison results are shown 
in Figures 3-16 and 3-17. 

In Figure 3-16A, heating of 0.1 °C was produced by a single high-power pulse. 
Calculated and measured SARs were 585 and 420 kW/g, respectively. As stated by Bassen and 
Babij, "an absolute accuracy of ±3 dB ... is the best-case measurement uncertainty that can be 
achieved when attempting to determine the maximum and minimum ... SARs within an 
irradiated biological body" (1990, p. 169). In our exposure system and with the use of MTC, the 
difference between calculated and measured SARs was only 1.4 dB. 

The match was even better for exposure to low-power, longer microwave pulses (Figure 
3-16B). Measured values were only 0.4-0.5 dB apart from the calculated ones. This small error 
could result from the combined inaccuracy of power meters, field probes and other devices, or 
even to some imperfection of the analytical equation itself (the equation is for TEi 0 wave 
propagation mode, but other modes can also arise in the waveguide after the matching plate). 
Figure 3-15 also demonstrates that the presence of the temperature plateau after a microwave 
pulse is not a specific attribute of exposure to extremely high-power pulses. The plateau can be 
as well pronounced with reasonably low amplitude pulses of ms-range duration, and SAR 
measurements with MTC are accurate as long as the plateau is present. 
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0.2 °C 


100 ms 


Calculated SAR (25 °C) = 585 kW/g 
Measured SAR = 4.2 x 0.1 /10' 6 = 420 kW/g (-1.4 dB) 


0.5 °C 


B 
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0.19 

°C 


50 ms 


7.4 W 20 ms 


Calculated SAR (27 °C ) = 43.9 W/g 
Measured SAR = 4.2 x 0.19 / 0.02 = 39.9 W/g (-0.41 dB) 


Figure 3-16. Comparison of calculated and MTC measured local SAR values. A, exposure to a single 
extremely-high-power pulse (96 kW transmitted power, 1 ps width); the moment of exposure coincides with 
the artifact on the heating curve. B, a moderate power pulse (7.4 W, 20 ms width, indicated on the lower 
trace). The temperature before the pulse and during the plateau was measured as a mean of a 25-ms period. 
Calculated SAR values were obtained using Equation (3), see text. The difference of the measured and 
calculated SAR was -1.4 dB (A) and -0.41 dB (B). Reproduced from (Pakhomov et al., 2000a) with kind 
permission of Springer Science and Business Media. 

Figure 3-17 gives an example of the -4ocal field mapping” with MTC and illustrates the 
spatial resolution of the method. Heating curves recorded in spots as close as 0.5 mm to each 
other were substantially different, and measured SAR values were always close to the calculated 
ones. 
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Figure 3-17. Local SAR in the exposure chamber as a function of the distance above the matching plate, 
along the axis of the waveguide. Heating curves (left) produced by a train of 10 high-power pulses (110 kW 
output, 1-jus width) were recorded at the heights from 0 to 3 mm above the matching plate (for clarity, only 
four curves are shown). The respective heights, plateau levels, and local SAR values are provided in the table. 
The "expected" local SAR values at the same distances above the matching plate were calculated using 
Equation (3). In the graph below, the expected and measured local SAR have been normalized to the 
transmitted power and plotted against the distance above the matching plate. Reproduced from (Pakhomov 
et al., 2000a) with kind permission of Springer Science and Business Media. 


Similarly, MTC was used for horizontal field mapping in a plane parallel to the matching 
plate. Horizontal field distribution was calculated according to standard waveguide equations for 
TEio mode (Paris & Hurd, 1969). Again, measured and calculated values were within ±1.5 dB 
apart. 


3.3.4 Verification of the Local SAR Measurement Technique in a Different 
Exposure Setting 

Explanations for the formation of the post-exposure temperature plateau, as discussed 
above in Section 3.3.2, did not rely on a particular type of the radiation or a specific exposure 
set-up. The same is also true for Equations 4 and 5, which are employed to calculate SAR from 
the temperature plateau level. In principle, this method of local SAR measurement should be 
valid for various radiation modalities (not limited to microwaves or even to EMFs) and various 
exposure settings. The only requirements that enable the use of this method are (1) irradiation 
should be performed as a single pulse or a brief train of pulses, (2) the energy deposited by this 
pulse (or the train) is sufficient to produce a measurable temperature rise, and (3) the pulse (or 
the train) duration are short enough not to obscure the temperature plateau. 
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Hence, this method was additionally tested in exposure conditions very different from 
those described above. A volume of 0.45 ml of a mammalian cell culture medium (RPMI 1640 
supplemented with 10% fetal bovine serum, obtained from American Type Tissue collection, 
Manassas, YA) was placed in an electroporation cuvette with 2-mm gap between two conductive 
walls (Bio-Rad Laboratories, Hercules, CA); the cuvette is shown in the inset of Figure 3-18. 
The conductive walls were connected to a Blumlein line pulse generator (custom built at the Old 
Dominion University, Norfolk, VA, see (Kolb, Kono, & Schoenbach, 2006) for design details) to 
produce a high voltage, 10-ns duration electrical pulse into the sample. The Blumlein line was 
charged from a high-voltage DC power supply (HR-100, American High Voltage, Elko, NV) 
until a breakdown voltage was reached across a spark gap in a pressurized switch chamber. The 
breakdown voltage (and, consequentially, the voltage of the 10-ns pulse delivered to the sample) 
was varied from 10 to 25-30 kY by increasing the pressure of SF6 gas in the switch chamber. 
The shape and voltage of the pulse delivered to the sample were monitored on a 500-MHz digital 
oscilloscope (TDS3052B, Tektronix, Wilsonville, OR) via a custom-made high-voltage probe. 
The pulse shape was close to rectangular, with some additional oscillations caused by impedance 
mismatch and the capacitance of the load. 

Assuming that the pulse shape is perfectly rectangular, the power dissipation in the 
sample during the pulse can be calculated straightforward as U2/R, where U is the applied 
voltage (V) and R is the ohmic resistance of the sample (in our case, it was about 8 Ohm). With 
the parallel-plate design of the cuvette, the E-field in the sample is close to uniform, so SAR 
(W/g) can be calculated as: 


SAR = U 2 /(R M) (6) 

where M is the mass of the sample (0.45 g). In our experiments, these -expected” SAR values 
were compared with those measured using a HERO probe and Veloce signal conditioner. The 
probe was placed in the medium in the gap between the conductive walls, approximately in the 
geometrical center of the electroporation cuvette. Temperature data were filtered at 1 kHz and 
sampled at 10 kHz. To improve the signal-to-noise ratio, up to 12-15 independent runs were 
averaged offline. 

An example of such temperature recording, with a clear post-exposure temperature 
plateau, is shown in Figure 3-18. The voltage applied across the sample was 10.4 kY, yielding 
the SAR value of 30 MW/g using Equation 6. At the same time, the plateau level detected by the 
HERO probe was about 0.06 °C, which corresponds to SAR of 24 MW/g, using Equation 5. 
Thus, the -expected” and HERO-measured SAR values were remarkably close; in other similar 
experiments using various voltages, the difference of the expected and measured SAR did not 
exceed 1.5 dB. Although this difference can probably be explained by a combined inaccuracy of 
measurement or less than perfect shape of the electric pulse, it may also be indicative of the fact 
that the pulse energy was not entirely transferred into heat. For example, some of this energy 
could be spent in an electrochemical reactions, e.g., between the aluminum walls of the cuvette 
and water or other constituents of the medium. 
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Figure 3-18. Heating of the medium in an electroporation cuvette by a 10-ns electrical pulse. Individual data 
points (blue) show the temperature readings sampled at 10 kHz using HERO/VELOCE thermometer system. 
Solid red line is the “running average” of 49 data points. Heating produced by this single pulse of 10.4 kV (52 
kV/cm) was approximately 0.06 °C, which corresponded to the SAR value of 24 MW/g. The expected SAR 
value, calculated from the pulse voltage and electrical resistance of the sample (8 Ohm), was 30 MW/g. See 
text for more detail. The inset shows the electroporation cuvette with a 2-mm gap between the conductive 
walls (1) filled with the sample medium (1). 


Regardless of these details, the experiments clearly established that the post-exposure 
temperature plateau is not unique for the exposure system shown in Figure 3-3; the plateau can 
be found in totally different exposure setting and using a different type of pulsed energy. 
Furthermore, the procedure of local SAR calculation from the plateau level remains valid and 
accurate in these different exposure conditions. 

Note also that with pulse duration as small as 10 ns, the slope of the heating curve 
obviously cannot be measured by any conventional means, even if the EMF pick-up artifacts are 
entirely absent. In such cases, measuring SAR from the post-exposure temperature plateau is 
probably the only possible approach, aside from theoretical calculations. 

3.4 Summary 

In this chapter, we have reviewed practical methods and techniques for high-resolution 
thermometry and microdosimetry in high-intensity pulsed RF fields. The methods were first 
reported in (Pakhomov et al., 2000a; Pakhomov, Mathur & Murphy, 2003), and, over the years, 
were repeatedly employed in varied biological studies (Pakhomov et al., 2003; Pakhomov et al., 
2002a.; Pakhomov et al., 2002b; Pakhomov et al., 2000b; Walker et al., 2006). The described 
method of local SAR measurement has proven to be fast, accurate, and reliable; it is likely to 
produce valid data whenever a temperature plateau after a pulsed exposure can be reliably 
detected (regardless of the radiation wavelength, incident power, absorptive media properties or 
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exposure set-up). When biological experiments are performed at radiation intensities too low to 
produce a measurable temperature plateau after a pulse, the intensity can be cranked up just for 
dosimetry purposes. In this case, SAR values measured at the increased field intensity can be 
linearly scaled down (proportionally to the output power) to determine actual local SAR in the 
biological experiments. 
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4.1 Introduction 

Systems emitting pulsed energy at microwave frequencies (300 MHz to 300 GHz) are 
used for military and civilian applications that include communication and detection. The 
emitted pulses can be divided into two types. 

One type of pulsed energy consists of short bursts of power at a microwave frequency. 
The microwaves are said to be pulse-modulated and the resulting signal can be represented in the 
frequency domain by a narrow band of frequencies centered at the microwave frequency. For 
many applications, the pulses are referred to as being high peak power (HPP) pulses because of 
the large ratio of the power during the pulse to the time averaged power. The pulse is generally 
thought of as having a rectangular power profile with a duration, or width, of a few nanoseconds 
to a few microseconds, and a maximum, or peak, power density in W/cm 2 or W/m 2 . 

The second type of pulsed energy is in the form of short electric-field pulses. Over the 
years, these have been termed electromagnetic pulse (EMP), ultra-wideband (UWB) pulses, or, 
more recently in some applications, ultra-broadband (UBB) pulses. Pulse durations range from 
0.5 ns to 10 ps or longer and the pulses can be represented in the frequency domain by broad 
spectra extending into the microwave region. They have relatively little energy at any one 
frequency. Over time, UWB pulses have become shorter and shorter, and the term -UWB” now 
usually refers to pulses with durations of less than 10 ns or so. Pulses are commonly described 
in terms of their time domain parameters of pulse duration, rise time, and peak electric field, the 
last in Y/m. In vitro studies of UWB-like pulses have been conducted using "nanopulses" that 
have the same range of durations as UWB pulses. 

Biological effects of pulsed microwaves and other electromagnetic fields published in the 
open scientific literature and other reports in the last few years are reviewed here. The coverage 
consists almost entirely of peer-reviewed published material. In some cases, older material is 
included because of its uniqueness or for historical continuity. A large proportion of the research 
consists of studies using animals, isolated tissues, and cells in culture. Cited reviews and 
research articles can be consulted for other sources of information on a particular topic. Other 
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reviews include general summaries of earlier work and other sources such as conference 
proceedings (Lu & de Lorge, 2000; Pakhomov & Murphy, 2000). In cases in which a cited 
reference is a government report the DTIC accession number, where available, is given to 
facilitate retrieval. DTIC is the Defense Technical Information Center, which can be accessed at 
http://www.dtic.mil/ or http://stinet.dtic.mil/str/ . 

Some areas of research have not been included in order to focus attention on biological 
effects. Although the operation of cell, or mobile, phones involves pulse modulated microwave 
radiation, the literature on biological effects of phone emissions are not included. Papers 
specifically dealing with exposure apparatus for delivering the energy as well as details of 
exposure systems used in the reviewed papers are not covered. Theoretical analyses and 
modeling topics related to biological effects are also not covered. 

Material is divided into three main sections: HPP pulses, EMP, and UWB pulses. The 
EMP literature is included because of the similarity between EMP and UWB pulses and the 
importance of responses to a single pulse of energy. The HPP section includes material on 
TEMPO pulses for the sake of completeness. Each section is divided into subsections for in vivo 
and in vitro effects and the subsections in turn are divided into parts for acute, few-pulse 
exposures and subchronic to chronic exposures involving many pulses. 

In reporting results from experiments, commonly accepted terminology is used to 
describe the magnitude of the amount of electromagnetic energy. For microwave studies, the 
specific absorption rate (SAR) in W/kg is a measure of the rate of energy deposition in tissue per 
unit of mass. The specific absorption (SA) in J/kg, a measure of energy deposited, is the time 
integral of SAR. If energy is absorbed at a constant rate, then SA is simply the product of SAR 
and the duration of exposure. Specific absorption is used as a preferred measure of effective 
microwave energy for pulsed microwaves, where SA is given for a single pulse. Voltage pulses 
applied directly to tissue or a biological preparation are described in terms of the induced electric 
field in V/m or V/cm. The electric field is found by dividing the applied voltage by the 
separation distance of the contact electrodes. 

4.2 High Peak Power (HPP) Pulse 

4.2.1 Animal Studies with HPP Pulses 

4.2.1.1 Single-Pulse HPP Effects 

4.2.1.1.1 Microwave Hearing and Startle Modification with HPP Pulses 

Microwave hearing is the auditory sensation resulting from microwave energy impinging 
on the head (Chou et al., 1982; Elder & Chou, 2003). Investigation of microwave hearing began 
in the 1960's (e.g., Frey, 1961, 1962, 1967) but only one original research report on auditory 
system response has appeared since 1990 (Roschmann, 1991). Microwave hearing is an 
undisputed effect of pulse modulated microwaves (Guy et al., 1975). Sensation occurs readily 
with exposure of the head to pulsed microwaves with very small time-averaged power and 
energy densities. With temperature increase caused by each pulse estimated to be only 
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10' 6 -10' 5o C at sensation threshold (Guy et al., 1975; Chou et al., 1982; Lin, 1978, 1990; Elder & 
Chou, 2003), the effect is clearly not due to gross heating of tissue. 

Auditory sensations in humans and responses in animals in microwave hearing are 
directly related to characteristics of individual pulses, and to pulse repetition frequency when this 
is at auditory frequencies. Threshold energy densities for human perception are reported as 2.3- 
40 pJ/cm 2 , the product of incident power density and pulse duration (also called energy fluence) 
(Elder & Chou, 2003). Thresholds for detection by the auditory systems in a variety of animal 
preparations are 1.5-1240 pJ/cm 2 fluence and 0.6-180 mJ/kg specific absorption (SA) in the head 
(Seaman & Lebovitz, 1989; Elder & Chou, 2003). Amplitude of the pressure transient at 
microwave sensation threshold has been estimated in a finite-difference time-domain (FDTD) 
model of the human head to be 0.18 Pa (Watanabe et al., 2000). 

Single microwave pulses impinging on the heads of rats being startled by an intense burst 
of acoustic noise or by an air puff were capable of altering the respective startle response 
(Seaman et al., 1994). Effective microwave pulses had peak head-neck SAR and SA of 15- 
86 kW/kg and 16-86 mJ/kg, respectively, for 0.96 ps pulses used in the acoustic startle 
experiment and 55-113 kW/kg and 525-1056 mJ/kg, respectively, for 7.82 ps pulses used in the 
air-puff experiment. Although SA in both experiments was above thresholds for auditory 
sensations, the role of microwave hearing was not studied. 

4.2.1.2 Microwave Convulsions and Stunning with HPP-Like Pulses 

A small number of papers in the open literature report the induction of convulsions, 
stunning, and/or hypoactivity due to a single pulse of microwave energy to the head. Although 
the single pulses were longer than those used for communication and detection purposes, these 
studies are included for the purpose of completeness. Values of SA are estimated here from 
reported temperature changes by using the relationship SA = dTxc, where SA is the specific 
absorption (in J/kg), dT is the temperature change (in °C), and c is a representative specific heat 
capacity of tissue (3700 J/kg-°C). 

Mice became -hypokinetic” following exposure to less than lethal pulse energies at 
2450 MHz in a microwave fixation apparatus and began to recover within 5 min after exposure 
(Modak et al., 1981). The elevation of brain temperature was 2 and 4 °C for pulses 15 and 25 ms 
long, respectively. And the estimated head SAs are 7.4 and 14.8 kJ/kg. The 25-ms pulse caused 
a significant reduction in brain acetylcholine content. 

Rats exposed to a 220-ms pulse of microwave energy at 2450 MHz appeared -stunned 
and hypoactive” for 5-10 s after exposure (Miller et al., 1987). The estimated SA in this case is 
11.5 kJ/kg. 

Rats with heads exposed to a 50-360 ms pulse of microwave energy at 915 MHz were 
-stunned” when brain SA was 28 kJ/kg or greater (Guy & Chou, 1982). The reaction consisted 
of seizures for about a minute after exposure followed by an -unconscious state” lasting 4-5 min. 
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4.2.1.3 Microwave Fixation with HPP-Like Pulses 


Microwave fixation is the process in which microwave energy is delivered to the head of 
an experimental animal to -fix” tissues, specifically brain tissue for neurochemical studies. 
Heating of the tissue by the single application of microwave energy denatures enzymes and 
essentially stops chemical reactions as well as being lethal to the animal. The more rapid the 
heating, the more representative is the chemistry of the brain to that of the animal just before 
fixation. Several papers reported enough information for the SA to be estimated as done above 
for stunning. 

The range of effective pulse energies reported for rats and mice was 1-12.5 kJ and the 
range of effective SA is 72-198 kJ/kg (Butcher & Butcher, 1976; Delaney & Geiger, 1996; 
Maruyama et al., 1978; Medina & Stavinoha, 1977; Moroji et al., 1977; Schneider et al., 1982; 
Merritt et al., 1975; Stavinoha et al., 1977). The range of pulse durations in these studies was 
0.15-1.5 s. 


4.2.1.4 TEMPO Studies 

A number of studies have been performed with TEMPO (Transformer Energized 
Megavolt Pulsed Output) devices developed to radiate high voltage pulses with durations of 20- 
80 ns. Because of their irregular power profile with time, TEMPO pulses can be represented in 
the frequency domain by a band of frequencies more broad than pulse-modulated microwaves 
but less broad than EMP and UWB pulses. TEMPO pulses are often described by the center 
frequency (CF) of this band. 

Several studies examined behavior of rats during and after exposure to TEMPO pulses. 
In one of the earliest TEMPO studies, rats were exposed to a single 85 ns pulse with 1.3-GHz CF 
and estimated incident power density of 0.75-0.99 kW/cm 2 (Klauenberg et al., 1988). Exposure 
to a single pulse caused a startle-like response in some animals, but this might have been due to 
the sound produced by the TEMPO source. In the same study, exposure to ten pulses at 1 Hz led 
to alteration in baseline activity and disruption of ongoing performance on a rotarod device. 

In another TEMPO study of rats, exposure to pulses with 85-ns duration and 2.11-GHz 
CF caused no change in subsequent performance in an operant task or in tests of avoidance 
behavior (Hjeresen et al., 1989). Up to 50 pulses with peak power density averaging 
10.8 kW/cm 2 were delivered over 5 min. In a third reported study of rats, exposure to pulses 
with 200 80-ns duration and 3.0-GHz CF over about 25 min altered performance in a subsequent 
time discrimination task (Raslear et al., 1993). The authors referred to an acoustic stimulus that 
was coincident with each TEMPO pulse. 

Two studies have been reported exposing monkeys to TEMPO pulses. Exposure of the 
head to 27-51 pulses with 93-ns duration and 2.37-GHz CF during 20 min of a vigilance task 
involving discrimination of acoustic tone frequency did not change performance (D‘Andrea et 
al., 1989). The pulses, delivered during acoustic signals used in the task, had peak power of 7- 
11 kW/cm 2 . In another study, a similar behavioral test with exposure to pulses with 20-60-ns 
duration and 3.0-GHz CF also showed no change in performance (D'Andrea et al., 1993). Pulses 
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were delivered every 7.5 s and had a peak power density of 45.6 kW/cm 2 . Steps were taken in 
these two studies to reduce the acoustic signal accompanying each TEMPO pulse. 

One TEMPO study examined the effect of the pulses on rat cardiovascular parameters 
(Jauchem & Frei, 1995). Aortic cannulas inserted prior to exposure were used to determine heart 
rate and blood pressure during exposure to 10 TEMPO pulses. Two types of pulses were used in 
separate experiments: pulses with 40-85-ns duration, 1.7-1.8-GHz CF, and 4.5 kW/cm 2 mean 
estimated peak power density and pulses with 40-70-ns duration, 1.2-1.4-GHz CF, and 
32.6 kW/cm 2 mean estimated peak power density. No significant change in heart rate was seen 
in the experiment using pulses with 1.7-1.8-GHz CF. A significant transient increase in blood 
pressure seen with the first one or two pulses was not present after attenuation of the sound 
produced by the TEMPO source. 

4.2.1.5 Repetitive-Pulse HPP Effects 

The study of animals exposed for minutes to hours to microwave radiation has a history 
of several decades that includes exposure to microwave pulses. A comprehensive review of this 
extensive literature is not made here. Rather, the reader is referred to reviews for more complete 
coverage (Lai, 1994; Black & Heynick, 2003; D'Andrea et al., 2003a, 2003b; Elder, 2003a, 
2003b; Heynick et al., 2003). The material presented here is a summary of the most recent work 
on pulsed microwaves and related history for some studies. 

The potential interaction of pulsed microwave exposure with neurodegenerative 
processes was investigated in different experiments. In one set of experiments, a low dose 
(10 mg/kg) of 3-nitropropionic acid (3-NP), a neurotoxin known to cause degeneration in the rat 
caudate-putamen, was used to induce mild chemical hypoxia in the brain (Seaman et al., 2002a, 
2004b). After each of two daily 3-NP doses, animals were exposed for 30 min to 1250-MHz 
microwaves as 5.9-ps pulses delivered at 10 Hz with whole-body average SAR of 0, 0.6, or 
6 W/kg. Locomotor activity and response to a startling acoustic stimulus were measured 
immediately after the second exposure and up to 4 weeks afterward. Although changes in 
activity and startle-response measures were seen in some cases, no significant change was seen 
for 3-NP, microwave exposure, or their interaction at the end of the experiment. This was not 
the case for a study of ultrastructure in the caudate-putamen in tissue taken immediately after the 
second 3-NP and microwave exposures (Seaman & Phelix, 2005). Changes in the endoplasmic 
reticulum of medium-sized "spiny" neurons were seen after 3-NP administration in sham- 
exposed animals and in animals exposed at 6 W/kg with or without 3-NP. Exposure at 0.6 W/kg 
resulted in no change for sham-exposed animals. However, exposure at 0.6 W/kg after 3-NP 
administration eliminated the effect of 3-NP on the endoplasmic reticulum. The results of this 
study are consistent with the idea that exposure at the smaller SAR was able to prevent the 
change in ultrastructure caused by 3-NP. 

In another set of experiments, rotenone, a neurotoxin known to cause degeneration in the 
rat substantia nigra and caudate-putamen, was subcutaneously infused at 2 mg/kg/day with an 
implanted osmotic minipump (Seaman et al., 2003, 2004a). Animals were exposed for 6 min on 
the fourth and fifth days after minipump implantation to 1250-MHz microwaves as 6-ps pulses 
delivered at 10 Hz with whole-body average SAR of 0, 0.4, or 4 W/kg. In testing on the sixth 
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day after implantation, rotenone-treated animals exhibited a longer time to initiate movement and 
a reduced number of exploratory vertical movements. In an experiment with exposures delivered 
by an open-ended waveguide, these rotenone effects were diminished after exposures at 
0.4 W/kg (Seaman et al., 2003) while in another experiment with exposures at the same SAR in 
circular waveguide the effects were not affected by exposure (Seaman et al., 2004a). The 
difference in effect indicates that some aspect of the exposures differed enough to cause different 
effectiveness of exposure to interact with effects of rotenone. 

Reports in the literature suggested that pulsed microwaves could have specific effects on 
the eye (Kues et al., 1985, 1992; Lim et al., 1993). A Tri-Service study was also performed to 
provide more information on potential effects of HPP exposure on the retina (Lu et al., 2000). 
Rhesus monkeys were exposed to 1250 MHz microwaves as 5.59-ps pulses with 1.04 MW peak 
power in nine 4-h sessions over 3 weeks. Pulses were delivered at 0, 0.59, 1.18, and 2.79 Hz to 
provide different average power densities at the eyes that resulted in retinal SAR of 0, 4.3, 8.4, 
and 20.2 W/kg, respectively. Fundus pictures and angiograms were within normal limits across 
the study. Minor changes in the electroretinogram were seen and seemed to be SAR-dependent. 
Minor changes in retinal histopathology were also seen, but no evidence of degeneration was 
found. A summary table of selected previous studies of microwave effects on lens, cornea, 
retina, and electroretinogram was included in the paper (Lu et al., 2000). 

A considerable amount of controversy surrounds two areas of research with pulsed 
microwaves. One of these areas is the effect on learning and memory in rats. Performance 
deficits were seen in a radial arm maze after 45-min exposure in circular waveguide to 2-ps 
pulses of 2450-MHz radiation with whole-body average SAR of 0.6 W/kg (Lai et al., 1994). 
Deficits were seen in a water maze after 1-h circular waveguide exposure to similar pulses but at 
whole-body average SAR of 1.2 W/kg (Wang & Lai, 2000; Lai, 2004). The results of the radial 
arm maze were not obtained in a similar study also using circular waveguide exposures (Cobb et 
al., 2004). The various results generated discussion in the literature (Jauchem, 2005; Lai, 2005; 
Cassel, 2005). Several other studies have since been carried out with variations on microwave 
exposure parameters and animal model without showing deficits (Sienkiewicz et al., 2000; 
Dubreuil et al., 2002, 2003; Yamaguchi et al., 2003; Cassel et al., 2004; Cosquer et al., 2005a, 
2005b). 


The other controversial area involves the effect of exposure to pulsed microwaves on 
DNA damage and repair. Single-strand DNA breaks were seen in the brains of rats at 4 h after 
exposure for 2 h in circular waveguide to 2-ps pulses of 2450-MHz radiation with whole-body 
average SAR of 0.6 or 1.2 W/kg (Lai & Singh, 1995). The number of breaks was SAR 
dependent. Similar results were obtained in follow-up experiments at 1.2 W/kg (Lai & Singh, 
1996, 1997). Damage after exposure to continuous-wave microwave was also seen (Lai & 
Singh, 1995; Sarker et al., 1994). This work along with a number of other studies have been 
summarized and critiqued in reviews (Meltz, 2003; Vijayalaxmi & Obe, 2004). More recent 
work has produced some evidence for the occurrence of breaks but most evidence is for the 
absence of breaks after exposure to microwaves (e.g., Lagroye et al., 2004; Belyaev et al., 2006; 
Paulraj & Behari, 2006). 
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4.2.2 In Vitro Studies with HPP Pulses 


Studies that expose isolated tissue samples and cellular preparations have the potential to 
reveal effects at the tissue and cell level in the absence of confounding interactions with other 
tissues or cell types. Coupling of microwave pulses to small preparations has been successfully 
accomplished by taking advantage of the smaller wavelength at 9.2-9.3 GHz, frequencies higher 
than used in most studies, and utilizing customized techniques (Pakhomov et al., 2000, 2002, 
2003). 


Application of pulses delivered at regular repetition frequencies resulted in changes that 
were quite similar to those seen by equivalent heating. This was the case for decrease in 
interbeat interval of isolated beating frog heart slices when exposed to 1 ps microwave pulses at 
50 Hz repetition frequency that gave peak SAR of 250-350 MW/kg and peak SA of 250-350 J/kg 
(Pakhomov et ah, 2000). The decrease in intervals was duplicated by lower power microwave 
pulses delivered with the same time average power and consequently producing the same 
heating. In an experiment looking at the density of yeast cells after exposure to 0.5 ps 
microwave pulses at 10 Hz repetition frequency that gave peak SAR up to 650 MW/kg and peak 
SA up to 320 J/kg, the effects were not significantly different from those obtained using 
exposure to continuous-wave microwaves producing the same heating (Pakhomov et ah, 2002). 
In another type of experiment, a slice of rat hippocampus was exposed to microwave pulses with 
0.5-2 ps duration and 0.5-10 Hz repetition frequency that gave peak SAR up to 500 MW/kg and 
peak SA up to 250-1000 J/kg (Pakhomov et ah, 2003). The evoked population spike used as an 
index of synaptic response was changed by microwave exposure in the same way as long as 
microwave pulse duration and repetition frequency were set to give the same average power, 
which gave the same heating. Long term potentiation of the evoked population spike, a standard 
test in this preparation, was also studied and it, too, showed changes consistent with thermal 
mediation. 

The hippocampal slice was also studied using this exposure system to deliver microwave 
pulses synchronized with the evoked population spike potential (Doyle et ah, 2006). Peak SAR 
and pulse SA were similar to those in the previous hippocampal work: 740 MW/kg and 
1480 J/kg, respectively. Single microwave pulses were delivered at four different times relative 
to the electrical stimulus that evoked the population spike. Sham exposures and exposures with 
unsynchronized microwaves were also performed. The population spike was depressed when the 
microwave pulse was delivered 1 ms after the electrical stimulus but not for other times used. 
Because the temperature change resulting from a pulse was 0.3-0.4 °C regardless of pulse timing, 
the depression specific to the single time interval seemed to be unrelated to the gross temperature 
of the preparation. 
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4.3 Electromagnetic Pulse (EMP) 


4.3.1 Animal Studies with EMP 

4.3.1.1 Single-Pulse EMP Effects 

The earliest studies on the biological effects of EMP were done using large outdoor 
transmission lines to expose animals. This work along with other aspects of EMP is included in 
a summary technical report (Patrick & Vault, 1990). 

Performance of rats in a maze was affected for up to 10 min by exposure to three pulses 
of 600 kV/m but appeared to recover after about 30 min (Hirsch et al., 1968; Hirsch & Bruner, 
1972). The pulses had a rise time of 3 ns and an exponential fall time with time constant of 
550 ns. No change in a performance task was found for monkeys exposed to eight of these 
pulses with amplitudes 300-600 kV/m (Hirsch & Bruner, 1972) and no change was seen in blood 
chemistry of dogs exposed to 10 pulses of 330 kV/m (Hirsch & Bruner, 1972). The exposed rats 
and monkeys in these studies exhibited a startle-like response to many of the pulses, which were 
reported not to produce sound detectable to the investigators (Hirsch et al., 1968; Hirsch & 
Bruner, 1972). 

4.3.2 Repetitive-Pulse EMP Effects 

Effects of longer EMP exposures were also studied at the outdoor facility with pulses 
having exponential decay with the same 550-ns time constant delivered at 5 Hz. Three studies 
used pulses with 5-ns rise time and 477-kV/m peak electric field. With continuous exposure 
5 days a week for 38 weeks, no effect on blood chemistry or cell counts, bone marrow, or 
offspring was seen in rats and no change in onset or incidence of leukemia was seen in leukemia- 
prone mice (Skidmore & Baum, 1974). With continuous exposure for 94 weeks, no effect on 
blood chemistry or cell counts, bone marrow, reproductive capability, or tumor incidence was 
seen in rats (Baum et al., 1976). With daily exposures of 8 h per day for 45 days, no effect on 
blood cell counts, bone marrow, or reproductive capability was seen in dogs (Baum, 1979). In a 
study using pulses with 11-ns rise time and 266-kV/m peak electric field applied for 1 h, no 
significant effect was seen on electroencephalogram (EEG) or Sidman avoidance behavior in a 
rhesus monkey (Mattsson & Oliva, 1976). At another facility, no change in pentobarbital 
sleeping time or blood chemistry was seen in rabbits exposed for up to 2 h to 100-200-kV/m 
EMP-like pulses with rise time less than 100 ns and exponentially decreasing sinusoid lasting 
400 ns delivered at 10-38 Hz (Cleary et al., 1980). 

In contrast to reports that describe no EMP effect, various effects have been reported for 
pulses with 20-ns rise time, 25-30-ps duration, and 20-120-kV/m peak electric field. Changes 
were seen in apoptotic rate in lymphocytes taken from dogs up to 120 days after exposure to 
single 20-, 60-, or 120-kV/m pulses or ten 120-kV/m pulses (Cui et al., 2001). The following 
three studies are su mm arized from English-language abstracts. After exposure to five 60-kV/m 
pulses, changes were seen in the amino acid content of rat hippocampus and related to slower 
learning of the animals (Li et al., 2003). Also after exposure to five 60-kV/m pulses, effects 
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were seen in gestation and offspring development in mice (Wang et al., 2003a) as well as in 
testosterone and Leydig cells of the testes in male mice (Wang et al., 2003b). 

4.3.3 In Vitro Studies with EMP 

Preparations of isolated cells and organelles have also been used in studies of EMP 
biological effects. The studies are summarized from English-language abstracts. In one study, 
cells of the human lung carcinoma cell line GLC-82 showed increased apoptosis rate with 
changes in pro-apoptotic and anti-apoptotic pathways after exposure to five 60-kV/m pulses (Cao 
et al., 2002). Isolated rat liver mitochondria showed changes in membrane mobility and lipid 
peroxidation after exposure to an unspecified number of 60-kV/m pulses (Wang et al., 2002). 
Isolated cardiac myocytes showed changes in spontaneous beating rate, ion content, and 
conformation after unspecified exposure to EMP or high power microwave pulses (Deng et al., 
2005). The lack of available exposure details makes these studies in isolated preparations 
difficult to assess. 

4.4 Ultra-wideband (UWB) Pulse and Nanopulse 
4.4.1 Animal Studies with UWB Pulses 

Two UWB studies used free-field exposures with 8-ns, 250-kV/m pulses at 60 Hz. In the 
first study, performance on a primate equilibrium platform was measured in Macaque monkeys 
previously trained on the device (Sherry et al., 1995). No difference in performance was seen 
immediately after or 1, 2, 3, 4, or 5 d after each of two 2-min exposures. In the second study, a 
number of endpoints were examined in rats exposed for 2 min by comparing results with 
corresponding sham-exposed animals (Walters et al., 1995). No difference was seen in 
swimming performance or functional observation battery 3 h after exposure or in serum enzymes 
in blood taken 2 or 48 h after exposure. No difference was seen in immunocytochemical staining 
for brain c-fos protein in tissue taken 2 h after exposure. 

In a more recent report using free-field exposure, rats and rabbits were exposed to 1-2-ns, 
10-13-kV/m UWB pulses at 6 Hz for 1 h (Petrova et al., 2005). Immediately after exposure, the 
EEG of exposed rats exhibited differences in spectral content, particularly at frequencies near the 
pulse repetition frequency of 6 Hz. Information sufficient to judge the significance of the 
differences was not reported. The EEG along with electromyogram (EMG) of exposed rabbits 
was followed for more than 21 h after exposure. Beginning at about 18 h after exposure, the 
animals showed differences in sleep EEG patterns relative to controls. The differences included 
increased duration of slow sleep and paradoxical sleep. The investigators appeared to have used 
implanted metal electrodes for the EEG recordings and the effect of this methodology on the 
EEG and EMG is not known. 

In a cardiovascular study, anesthetized rats were exposed to 6-ns, 19-20-kV/m UWB 
pulses at 1000 or 2000 Hz using parallel-plate transmission line (Jauchem et al., 1999). The 
electrocardiogram (ECG) and arterial blood pressure were recorded before, during, and after 
0.5-5-s exposures. The three types of exposure used did not result in any change in heart rate or 
blood pressure averaged over 10 or 30-s intervals. 
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Another study using parallel-plate transmission line looked at convulsions induced by 
pentylenetetrazol in rats (Miller et al., 1999). Animals were injected with the convulsant and 
exposed 20 s later to 1.9 ns, 40-kV/m UWB pulses at 1000 Hz for 2 min. No difference was 
seen between UWB-exposed and sham-exposed groups in latency to initial seizure, latency to 
full convulsion, duration of seizure, and time to death. 

A teratology study exposing pregnant rats (dams) and, in one experiment, both dams and 
their male pups to 1.8 ns, 55-kV/m UWB pulses at 1000 Hz was also conducted using parallel- 
plate transmission line (Cobb et al., 2000). In the experiment with dams exposed for 2 min on 
gestation days 3-18, female and male pups were tested for developmental indices and stress 
vocalizations and male pups were tested on a water maze and later for reproductive capability. 
In the experiment with dams exposed on gestation days 3-18 and pups exposed for 2 min on 
postnatal days 1-10, male pups were assessed for hippocampal morphology 12 d later and 
operant conditioning 25 d later. The few spurious differences seen over all endpoints between 
UWB-exposed and sham-exposed groups were attributed to the large number of statistical tests 
performed. 

Another study using parallel-plate transmission line involved repeated UWB exposures of 
tumor-prone mice to 1.9-ns, 40-kV/m pulses at 1000 Hz (Jauchem et al., 2001). Animals were 
exposed for 2 min once a week for 12 weeks and followed for 64 weeks after the exposures. No 
difference due to UWB exposure was seen in animal weight, tumor incidence, tumor size, or 
time to death. 

Studies of possible effects of UWB exposure on the nervous system were investigated 
using a giga transverse electromagnetic cell (GTEM) to expose animals to 0.9-1.03-ns, 
99-105-kV/m pulses. Measured endpoints were nociception, or pain sensation, and spontaneous 
locomotor activity in exposed mice. In the first study, some mice were pretreated with an 
injection of morphine in order to test possible UWB modification of the effect of morphine on 
nociception (Seaman et al., 1998). Groups of mice were studied in different experiments with 
exposures of 15, 30, or 45 min with pulses at 60 or 600 Hz. No effect of UWB exposure was 
seen on nociception or activity of the mice. In addition, no modification of the effect of 
morphine was seen. In the second study (Seaman et al., 1999), mice were exposed for 15 min at 
600 Hz with some animals injected before exposure with N°-nitro-L-arginine methyl ester (L- 
NAME), an inhibitor of nitric oxide synthase. The effects of L-NAME were to increase latency 
of response to a thermal stimulus and to increase spontaneous activity. Exposure to UWB pulses 
had no effect on latency, activity, or latency changes due to L-NAME. However, exposure to 
UWB pulses did eliminate the L-NAME-induced increase in activity, indicating a possible 
interaction with the mechanisms of nitric oxide production. 

Mice were also exposed to UWB pulses in a GTEM in another study investigating 
damage in immature red blood cells (Vijayalaxmi et al., 1999). Peripheral blood and bone 
marrow were collected from mice at 18 or 24 h after a 15-min exposure to 0.92-0.97-ns, 
91-103-kV/m pulses and the incidence of micronuclei was determined in polychromatic 
erythrocytes. No effect of UWB exposure was seen at either time point in this standard 
genotoxic test. 
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In another study using a GTEM, arterial blood pressure was recorded from anesthetized 
rats for 2 min before, during, and 2 min after 2-min exposures to 0.97-0.99-ns, 87-104-kV/m 
UWB pulses (Jauchem et al., 1998). No change was seen in 30-s averages of heart rate and 
blood pressure over the 6 min of recording. 

Another cardiovascular study using anesthetized rats exposed in a GTEM to 0.78-0.79-ns, 
106-kV/m UWB pulses looked at immediate changes in the cardiac cycle as reflected in the ECG 
(Seaman & Jauchem, 2004). Arterial blood pressure was recorded as before (Jauchem et al., 
1999) as well as the ECG. Each animal received multiple 25-ms bursts of pulses during the R 
wave or T wave of the ECG or no pulses. No significant effect on various ECG timing intervals 
or heart rate was seen and no obvious effect on blood pressure was noted. 

Two studies on long-term cardiovascular effects of UWB exposure in rats were 
conducted using a GTEM. In both studies the single UWB exposure was 6 min long to 
correspond to the averaging time in an exposure standard (IEEE, 1999). In the first study, blood 
pressure waveforms, measured using a tail cuff method, were used to derive blood pressure 
parameters and heart rate at 45 min, 24 h, 72 h, 1 week, 2 weeks, 3 weeks, and 4 weeks after 
exposure to pulses delivered at 500 or 1000 Hz (Lu et al., 1999). No difference in heart rate was 
seen at any time point. However, significant reductions in systolic, diastolic, and/or mean blood 
pressure were seen at all time points. In a replication study, UWB pulses were again delivered at 
500 or 1000 Hz for 6 min and blood pressure and heart rate were determined in the same ways as 
before at 18 min, 24 h, and 2 weeks (Lu & Mathur, 2002). Significant decreases in systolic 
blood pressure were seen at 18 min and 2 wk after exposure in this second study. 

4.4.2 In Vitro Studies with UWB Pulses 
4.4.2.1 Single-Pulse UWB Effects 

As part of evaluating the effect of UWB pulses on excitable tissues such as nerve and 
muscle, one prefers to have a strength-duration curve that plots the threshold for applied electric 
field or current density to stimulate an action potential for pulses with nanosecond durations. 
Traditional strength duration curves available in the research literature for excitable tissues did 
not extend to pulses shorter than about 10 ps. A study providing a strength duration relationship 
for shorter pulse durations was recently reported (Rogers et al., 2004). For 1.2-ns UWB pulses, 
threshold was 2.4 MV/m. The strength-duration curve was found to have the shape of traditional 
curves and to extrapolate to shorter durations based on constant stimulus electrical charge. 

The term "nanopulse" is used to describe nanosecond voltage pulses applied to biological 
preparations by direct contact in order to obtain intense electric fields. The pulses are similar to 
UWB pulses in pulse duration, ranging from a few nanoseconds to 300 ns. Unlike UWB pulses, 
however, the propagation of nanopulses is not a major concern because contact electrodes are 
used to apply them. The seemingly unique ability of nanopulses is to affect organelles inside a 
cell with little or no effect on the cell membrane (Schoenbach et al., 2001, 2002; Deng et al., 
2003; Beebe & Schoenbach, 2005). Electric fields used in the various preparations to study 
nanopulse effects are in the range of 2.5-15 MV/m. 
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A number of nanopulse experiments have shown effects on cells without immediate cell 
lethality that might be expected with severe disruption of the cell plasma membrane. Integrity of 
the membrane soon after nanopulse application has been confirmed experimentally for at least 
some conditions (Hall et al., 2005; Frey et al., 2006). Release of stored calcium into the 
cytoplasm might be the most studied effect of nanopulses (Beebe et al., 2003a, 2004; Vernier et 
al., 2003, 2004c; Buescher et al., 2004; White et al., 2004; Sun et al., 2006). The possibility of 
cell death as a result of sufficient perturbation of intracellular processes has also been examined. 
Apoptosis, a natural cell death process executed by the cell, and inhibition of growth have been 
observed, (Beebe et al., 2002, 2003a, 2003b; Stacey et al., 2003; Vernier et al., 2003, 2004a, 
2004b; Hall et al., 2005). Activation of caspases (cysteinyl-aspartate-cleaving proteases), 
molecules that mediate apoptosis, was also detected in some of these studies. Cell death and 
other cellular responses to nanopulses have been studied in a variety of cell types (Hair et al., 
2003; Chen et al., 2004; Pakhomov et al., 2004; Vernier et al., 2004c; Nuccitelli et al., 2006; 
Vernier et al., 2006; Walker et al., 2006). 

4.4.2.2 Repetitive-Pulse UWB Effects 

An early study using a 0.3-0.4-ns voltage pulse looked at histology of isolated spinal cord 
and brainstem from bullfrogs (Sandler et al., 1975). The tissue sample was inserted into a 
coaxial transmission line with 0.51 cm separation between inner and outer conductors. Six 
voltage pulses applied at 250 Hz resulted in a calculated peak electric field of 130 kV/m in the 
sample. In light microscopy no cell damage was found in the large motor neurons of exposed 
tissue and nuclear groups had normal appearance. 

The GTEM used for exposing rodents to UWB pulses has also been used to expose other 
biological preparations. Exposure of yeast cells (Saccharomyces cerevisiae ) to 1.01-1.02-ns, 
101-104-kV/m pulses with 164-166-ps rise time at 16 or 600 Hz for 30 min resulted in no 
significant effect on colony-forming ability, occurrence of mutations, or chromosome 
recombinations (Pakhomova et al., 1997). Exposure with the same UWB parameters of yeast 
cells previously exposed to ultraviolet radiation resulted in no change in UV-induced reciprocal 
and non-reciprocal recombination, mutagenesis, or cell survival (Pakhomova et al., 1998). 
Exposure of RAW 264.7 macrophages to 0.98-ns, 103-kV/m pulses with 162-ps rise time 
(means) at 600 Hz for 30 min resulted in increased production of nitric oxide by the cells, but 
only when they had been incubated in medium containing nitrate (Seaman et al., 2002b). 
Exposure to 0.79-ns, 100-kV/m pulses at 250 Hz for 90 min led to increased activation of 
NF-KB (nuclear factor kappa B) in human monocytes (Natarajan et al., 2006) similar to what 
had also been seen with HPP exposure (Natarajan et al., 2002). But because this was only seen 
at certain times after exposure, the authors concluded that such an increase would have minimal 
functional effect. 

Another GTEM used to study the biological effects of UWB effects delivered pulses of 
10-ns duration. In one study using a 2-h exposure to these pulses (unreported rise time and 
apparently unstable 5- to 20-kV/m peak amplitude), increased proliferation of AML-12 mouse 
hepatocytes was seen 8-24 h after their exposure (Dorsey et al., 2005). In another study using 
0.25- to 4-h exposures to these pulses with -100 ps rise time and 0.18-, 1.8-, and 18-kV/m peak 
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amplitudes, a significant increase in cell proliferation was seen for exposures that were at least 
4 h long and only for 18-kV/m pulses (Sylvester et al., 2005). The effect was larger for pulses at 
1 and 10 kHz relative to sham-exposed control and, in the 4-h exposures, also pulses at 100 and 
1000 kHz. In another study, evidence was found for differences in the fertility of the nematode 
worm C. elegans after exposures to 18-kV/m pulses in the GTEM or 62-kV/m pulses in another 
system at 1, 10, or 100 kHz in both systems (Bojjawar et ah, 2006). 

In one brief report, a "BTEM" cell, described as having a frequency range of DC to 
17 GHz, was used to expose umbilical blood, sheep red cells, and HeLa cells to UWB pulses 
with 1.2-ns rise time and 2.4-ns duration for 0-3 h (Wang et ah, 1997). Electric field amplitude 
and pulse repetition rate, however, were not specified. Changes in "T-lymph" cell size and shape 
as well as incidence of abnormal nuclei were reported to increase with exposure duration. 

4.5 Conclusions 

The review of literature on biological effects of pulsed microwave and electric fields 
reveals a diverse collection of experiments. This is the case even for the limitations imposed on 
coverage of this review. The literature seems clear on certain points but shows unresolved topics 
in some areas. Evolving applications of pulsed electromagnetic fields such as mobile phones and 
new types of pulses for communication and detection will make this field of study even more 
challenging in the future. 
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5.1 Introduction 

The study of thermoregulation - the responses that maintain a constant internal body 
temperature - has flourished since Claude Bernard (1885) first demonstrated that the temperature 
of the blood varies in different parts of the body. Bernard established that food taken into the 
body is metabolized in the tissues and that the bloodstream distributes the released energy 
throughout the body. The relative stability of the internal body temperature was part of his 
concept of the constancy of the _milieu interieurf a necessity for optimal functioning and health 
of the organism. He pointed out that the vasomotor nerves control the transfer of heat from deep 
in the body to the skin and that this is a mechanism of the utmost importance to thermoregulation 
in endotherms. Bernards discoveries underlie the modem science of thermophysiology and help 
us to understand how man and animals can remain relatively independent of the thermal 
environment, even when the environment contains potent or unusual thermal stressors. 

Thermal loads on the body can result from changes in metabolic heat production and 
from changes in the characteristics of the environment (temperature, ambient vapor pressure, air 
movement, insulation, and other environmental variables that may alter the skin‘s temperature). 
Thermalizing energy deposited in body tissues by exposure to radio frequency electromagnetic 
energy can be a unique exception to the normal energy flows in the body, although metabolic 
activity in skeletal muscle can deposit large amounts of thermal energy directly into deep tissues. 

All living organisms respond vigorously to changes in body temperature. Cold-blooded 
animals, called ectotherms because they derive thermal energy mainly from outside the body, 
regulate their body temperatures largely through behavioral selection of a preferred 
microclimate. Warm-blooded animals, called endotherms because they can generate heat in their 
bodies and dissipate it to the environment through physiological processes, often rely on 
behavioral thermoregulation. Behavior is important to thermoregulation because it is mobilized 
rapidly and aids the conservation of the body‘s energy and fluid stores. When behavioral 
responses, which include the thermostatic control of the immediate microclimate, are difficult or 
impossible, the body temperature of endothermic species is regulated by autonomic mechanisms. 
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These mechanisms control metabolic heat production, the distribution of heat within the body 
tissues, and the avenues and rate of heat loss from the body to the environment. The material 
that follows focuses primarily on these autonomic thermoregulatory mechanisms, which are 
automatic, well understood, and amenable to modeling. 

5.2 Basic Thermal Physiology 

5.2.1 Heat Exchange Between Organism and Environment 

Radio frequency radiation may be regarded conveniently as part of the thermal 
environment to which humans and other endotherms may be exposed. Figure 5-1 is a schematic 
representation of the sources of heat in the body and the different routes by which thermal energy 
may be transferred between the body and the environment. Heat is actively produced in the body 
through metabolic processes ( M) and may also be passively generated in body tissues by the 
absorption of radio frequency energy ( Arfr ). If the body temperature is to remain stable, this 
thermal energy must be continually transferred to the environment. As outlined above, the 
balance between the production and loss of thermal energy is so efficiently regulated by 
behavioral and autonomic responses that minimal variation occurs in the core body temperature 
of an endotherm. 

Thermal energy may be lost (Figure 5-1) by evaporation of water from the respiratory 
tract (fires) or from the skin by sweating (E sw ), by dry-heat transfer from the skin surface via 
radiation (Q r ) or convection (Q c ), and by doing work (W) on the environment. Heat transfer by 
conduction ((9k) is usually insignificant in most species unless they are recumbent. When the 
environment is thermally neutral, dry-heat loss predominates in the form of convective transfer 
to the air and radiant transfer to the surrounding surfaces. A small amount of heat is continually 
lost by the diffusion of water through the skin (not shown in the figure). 


Ta 



Figure 5-1. A schematic diagram of the sources of body heat (including radio frequency radiation) and the 
important energy flows between man and the environment. The body is in thermal equilibrium if the rate of 
heat loss equals the rate of heat gain. Figure modified from Berglund (1983). 
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When the temperature of the environment rises above thermoneutrality, or during 
vigorous exercise or defervescence, the evaporation of sweat (E sw ) dissipates large amounts of 
body heat. Evaporative water loss through sweating occurs in humans, the great apes, certain 
other non-human primates, and a few other species such as horses and camels. Many animals - 
such as dogs, cats, and rabbits - use panting (increased respiratory frequency coupled with 
copious saliva production) to lose heat by evaporation. Other species, such as rodents, have no 
such physiological mechanisms and must rely on behavioral responses, which include seeking 
shade, burrows, or aqueous environments and/or grooming their bodies with water, urine, or 
saliva to aid evaporative cooling. Table 5-1 includes several thermoregulatory characteristics of 
certain animals. 

The rate of heat loss from an endotherm is governed by the thermal characteristics of the 
environment, as indicated in Figure 5-1; these include the air temperature (T a ) but also the air 
movement (v) and humidity (RH). Two other environmental variables that affect heat transfer 
(not shown in the figure) are the mean radiant temperature of surrounding surfaces, especially 
those close to the body, and the amount of insulation (fur, fat, feathers, clothing). 

When the thermal energy produced in the body (including that derived from absorbed 
radio frequency radiation (RFR)) is equal to that exchanged with the environment, the body is 
said to be in thermal balance. Under these conditions the body temperature remains stable. 
When heat production exceeds heat loss, thermal energy is stored in the body and the body 
temperature rises (hyperthermia). Conversely, when more heat is lost to the environment than 
can be produced or absorbed, the body temperature falls (hypothermia). 
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Table 5-1. Thermoregulatory characteristics of animals. 


Species 

Body Temperature °C 
Normal Min. Max. 

Thermoregulatory Mechanisms 
Sweating Shivering Panting 

Thermopreferendum 

°C 

Man* ab 

Homo sapiens 

37 

27 

42 

Yes 

Yes 

No 

23-26 (50% RH) 

: Rhesus monkey c 
Macacaca mulatta 

39-39 

25 

43 

Yes 

Yes 

No 


Patas monkey d 
Erythrocebus patas 

38-40 


42-43 

Yes 

Yes 

No 


Squirrel monkey 6 
Saimiri sciureus 

38-39 

25 

42-43 

Yes 

Yes 

No 

35-36 

Dog*** 

Canis familiaris 

38-39 

24 

42 

No 

Yes 

Yes 

12-16 

Cat g 

Felix domesticus 

38-39 

19 

42 

No 

Yes 

Yes 


Domestic pig h 

Sus scrofa 

38-39 


42 

No 

Yes 

Yes 

30-32+ 

Sheep (fleeced) 1 * 

Ovis aries 

38-39 


42 

Yes 

Yes 

Yes 


Rabbit 1 

Oryctolaris cuniculus 

39 

20 

42 

No 

Yes 

Yes 


Guinea pig’ 

Cavis porcellus 

39 

17 

43 

No 

Yes 

Yes 

29 

Rat Jk 

Rattus norvegicus 

37-38 

20 

42 

No 

Yes 

No 

29-30 

Mouse 1 

Mus musculus 

37 

20 

42-44 

No 

Yes 

No 

32 


* Assumes man is lightly clothed, sedentary in still air. 

** Value for Alaskan husky is well below that for most other subspecies. 
a Cabanac (1983), b Elizondo (1977), 'Johnson and Elizondo (1979), 

d Mahoney (1980), 'Stitt and Hardy (1971), f Adams (1971), 8 Adams et al. (1970), h Whittow (1971), 'Gonzalez, 
et al. (1971), j Hart (1971), k Berry et al. (1984) 

5.2.2 The Thermoregulatory Profile 

The particular thermoregulatory effector response mobilized at any given time, and its 
vigor, will depend on the prevailing thermal environment. The ambient temperature is 
frequently the only environmental variable specified in research reports, but the specification of 
air movement and relative humidity is equally important. Figure 5-2 shows a schematic 
thermoregulatory profile of a typical endotherm. It illustrates how the principal autonomic 
responses of heat production and heat loss depend on the ambient temperature. The responses 
are considered to be steady state rather than transient, and the ambient air is considered to have 
minimal movement and water content. Three distinct zones can be defined in terms of the 
prevailing autonomic adjustment. Below the lower critical temperature (LCT), thermoregulation 
is accomplished by changes in metabolic heat production, other responses remaining at minimal 
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strength. As the ambient temperature falls further and further below the LCT, heat production 
increases proportionately. In a cool environment RF energy absorbed by an endotherm will 
spare the metabolic system in proportion to the field strength and will have no effect on other 
autonomic responses. 

At ambient temperatures above the LCT, metabolic heat production is at the low resting 
level characteristic of the species, evaporative heat loss is minimal, and changes in thermal 
conductance accomplish thermoregulation. Conductance is a measure of heat flow from the 
body core to the skin and reflects the vasomotor tone of the peripheral vasculature. As the 
constricted peripheral vessels begin to dilate, warm blood from the body core is brought to the 
surface so that the heat may be lost to the environment by radiation and convection. These 
vasomotor adjustments take place within a range of ambient temperatures, called the 
thermoneutral zone (TNZ) that is peculiar to each species. Insofar as they are known, the TNZs 
for animals commonly used in the laboratory are indicated in Table 5-1. If an endotherm at 
thermoneutrality is exposed to RFR, augmented vasodilation may occur so that the heat 
generated in deep tissues can be quickly brought to the skin surface for dissipation to the 
environment. 



Figure 5-2. Thermoregulatory profile of a typical endothermic organism to illustrate the dependence of 
principal types of autonomic responses on environmental temperature. LCT = lower critical temperature; 
UCT = upper critical temperature; TNZ = thermoneutral zone. 

The upper limit of the TNZ is known as the upper critical temperature (UCT). At this 
ambient temperature the endotherm is fully vasodilated and dry heat loss (by convection and 
radiation) is maximal. Further increases in ambient temperature provoke the mobilization of heat 
loss by evaporation, either from the skin (sweating) or the respiratory tract (panting). Humans 
and certain other mammals have the ability to sweat copiously to achieve thermoregulation in hot 
environments. It is reasonable to assume that if these species were exposed to RFR at ambient 
temperatures above the UCT, their sweating rate would increase in proportion to the field 
strength. Other mammals, notably the rodents, neither sweat nor pant and when heat stressed 
must depend on behavioral maneuvers to achieve some degree of thermoregulation; if the 
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opportunity for behavioral thermoregulation is curtailed, these animals can rapidly become 
hyperthermic when heat stressed. The basic thermoregulatory profile of the selected laboratory 
animal must therefore be considered in detail as part of the experimental design of any research 
into the biological consequences of exposure to RFR; changes in any measured thermoregulatory 
response will depend on the functional relationship between that response and the prevailing 
ambient temperature. Other types of responses (e.g., food and water consumption) also may be 
indirectly affected by the thermoregulatory profile if they interfere with efficient 
thermoregulation. 

Humans exhibit profound adaptability in the face of environmental stress, particularly in 
warm environments. Figure 5-3 illustrates some of the archival data collected by Hardy and 
DuBois (1940) for nude men and women exposed in a calorimeter to a wide range of ambient 
temperatures. Because of the vigorous responses of heat production and heat loss, the rectal 
temperature varies less than 1 °C across a 20 °C range of calorimeter temperatures. The TNZ is 
extremely narrow, occurring at about 28 °C in the calorimeter and closer to 30 °C in the natural 
environment. Above the TNZ, evaporative heat loss (whole-body sweating) is initiated that can 
attain rates of 2-3 L/h and up to 10-15 L/d (Wenger, 1983). Assuming normal hydration, it is 
difficult to increase metabolic heat production (by exercise) to levels that cannot be dissipated by 
sweating, unless the ambient temperature or vapor pressure is very high. Since human 
evaporative heat loss is controlled by both peripheral and internal signals (Nadel et al., 1971a, 
1971b), only an extraordinarily hostile thermal environment, which includes a source of RFR, 
can be expected to seriously threaten the thermoregulatory system of humans. 
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Figure 5-3. Thermoregulatory profile of nude adult humans equilibrated in a calorimeter to different 
ambient temperatures. Data adapted from Hardy and DuBois (1940). 
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Way et al. (1981) and Stolwijk (1983) have predicted minimal increases in brain and body 
temperatures during local absorption of significant amounts of RF energy, because of the rapid 
mobilization of evaporative heat loss and a significant increase in tissue blood flow. Under the 
assumption that RF exposure provides a thermal stress comparable to exercise (Nielsen & 
Neilsen, 1965) or an ambient temperature well above the TNZ, such response changes would be 
predicted from knowledge of the human thermoregulatory profile in Figure 5-3. On the other 
hand, significant localized temperature elevations in certain body sites (e.g., legs, arms, neck) 
have been predicted by a two-dimensional heat-transfer model of man exposed to a unilateral 
planewave at resonant and near-resonant frequencies (Spiegel et al., 1980). Some of these 
predictions have been supported by FD-TD modeling of a 70-kg seated human exposed at the 
resonant frequency of 100 MHz (Adair et al., 2003a). For additional discussion of predictive 
modeling, see section 5.8 below. 

5.2.3 Body Heat Balance 

The most important principle involved in the study of autonomic thermoregulation of 
endotherms is the first law of thermodynamics - the law of conservation of energy (Bligh & 
Johnson, 1973). In the steady state, the heat produced in the body is balanced by the heat lost to 
the environment, so that heat storage is minimal. This relationship can be expressed by a heat- 
balance equation: 

M± W=R + C + E±S (1) 

where M is the rate at which thermal energy is produced through metabolic processes; W is the 
power, or rate at which work is produced by or on the body; R is the rate of heat exchange with 
the environment via radiation; C is the rate of heat exchange with the environment via 
convection; E is the rate of heat loss due to the evaporation of body water; and S is the rate of 
heat storage in the body. 

All terms in Equation 1 must be in the same units, e.g., watts (the unit used throughout 
this handbook). Physiologists often express these quantities in kilocalories per hour, which can 
be converted to watts by multiplying by the conversion factor 1.163. As Equation 1 is written, 
negative values of R, C, and E may all cause a rise in the body temperature; positive values may 
cause a fall. Work (If) is positive when accomplished by the body (e.g., riding a bicycle), and 
this potential energy must be subtracted from metabolic energy (M) to find the net heat ( H ) 
developed within the body. When W is negative (e.g., walking downstairs), this heat is added to 
M. While W may be a significant factor for humans or beasts of burden, it may be considered 
negligible for other endotherms, particularly in a laboratory setting. Usually, evaporative heat 
loss {E) is positive; when E is negative, condensation occurs and thermal injury is possible. 

Because heat exchange by radiation, convection, or evaporation is always related in some 
way to the surface area of the body, each term in Equation 1 is usually expressed in terms of 
energy per unit surface area, e.g., watts per square meter. The most commonly used measure of 
the body surface area is that proposed by DuBois and DuBois (1916), 
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(2) 


A d = 0.202w°' 425 h°' 725 

where A D is DuBois surface in square meters; w is the body mass in kilograms; and h is the 
height in meters. 

As noted by Kleiber (1961), h for similar body shapes is proportional to a mean linear 
dimension equal to w 1/3 . Therefore, to compare humans of different sizes, Equation 2 may be 
generalized as 


A d = k,w°' 425 k 2 w 1/3 x °' 725 = kiW 0 ' 425 + °' 242) = k,k 2 w 2/3 . (3) 

The ratio of surface area to body mass varies between species, so it is difficult to 
establish a general rule for the determination of surface area. Many methods have been devised 
for the direct measurement of surface area of experimental animals, most of which are inaccurate 
to some degree. In nearly all cases, the surface area is some function of w . 

Although Equation 1 has no term for rate of heat transfer through conduction (which is 
usually insignificant under normal conditions), conduction combined with mass transfer forms 
the significant mode of heat transfer called convection. Convective heat transfer in air (C) is a 
linear function of body surface area (A), and the convective heat transfer coefficient (h c ) is a 
function of ambient air motion to the 0.6 power (v° 6 ). The amount of heat the body loses 
through convection depends on the difference between the surface temperature of the skin (T S k) 
and the air temperature, usually taken as the dry-bulb temperature (Tab). The value of the heat 
transfer coefficient depends on certain properties of the surrounding medium, such as density and 
viscosity, as well as a shape/dimension factor for the body. Clothing complicates the analysis 
and is often evaluated in terms of insulation (clo) units. 

Heat transfer by radiation is independent of ambient temperature. The wavelengths of the 
radiation exchanged between two objects are related to their respective surface temperatures; the 
net heat transfer by radiation is proportional to the difference between their absolute 
temperatures to the fourth power and to the relative absorptive and reflective properties of the 
two surfaces. In general, the net radiant heat exchange (where h r = radiant-heat-transfer 
coefficient) between a nude man and the environment involve an estimation of the mean radiant 
temperature (MRT). MRT (alternate symbol T r ) can be derived from the temperature (T g ) of a 
blackened hollow sphere of thin copper (usually 0.15-m diameter) having heat transfer 
characteristics similar to those for the human body (Woodcock et al., 1960): 

MRT = (1 + 0.222V a5 )(T g - T db ) + T db [°C] . (4) 

Clothing complicates this analysis, as it does heat transfer by convection (h c ) and other 
modes. A combined heat transfer coefficient (h) is equal to the sum of h c and h r . Evaluation of 
these heat transfer coefficients is necessary to the application of the heat balance Equation (1) to 
practical problems of the thermal environment. Additional evaluations include both the 
metabolic requirements (see below) for any particular ongoing activity and the general nature of 
the clothing insulation used. The thermal insulation of a clothing ensemble can be evaluated by 
summarizing the insulation values of each garment worn by the subject. Table 5-2 lists 
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individual values (clo) for insulation of various garments. Details of the applications of clo 
values may be found in the ASHRAE Handbook (1986). 

Table 5-2. Clo units for individual items of clothing and formula for estimating total intrinsic insulation 
Clo = 0.82 (H Individual Items). 


ilEN WOMEN 


Clothing 

clo 

Clothing 


clo 

Underwear 





Sleeveless 

0.06 

Bra and panties 

0.05 


T Shirt 

0.09 

H alf slip 


0.13 

Briefs 

0.05 

Full slip 


0.19 

Long underwear upper 

0.35 

Long underwear upper 

0.35 


Long underwear louver 

0.35 

Long underwear lower 

0.35 


Torso 





Shirt 


Blouse 



Liriit short sleeve 

0.14 

Light 

0.20 


&&£ sleeve 

0.22 

Heavy 


0.29 

Heavy, short sleeve 

0.25 




Img. sleeve 

0.29 

Dress 



(Plus 5% for tie or turtleneck) 

Light 

0.22 




Heavy 


0.70 

Ve3t 


Skirt 



Light 

0.15 

Light 

010 


Heavy 

0.29 

Heavy 


0.22 

Trousers 


Slacks 



Light 

0.26 

Light 

0.26 


Heavy 

0.37 

Heavy 


044 

Sweater 


Sweater 



Light 

0.20 

Light 

017 


Heavy 

0.37 

Heavy 


0.37 

Jacket 


Jacket 



Light 

0.22 

Light 

0.17 


Heavy 

0.49 

Heavy 


0.37 

Footwear 





Socks 


Stockings 



Ankle length 

0.04 

Any length 

001 


Knee high 

0.10 

Pauly hose 


0.01 

Shoes 


Shoes 



Sandals 

0.02 

Sandals 


002 

Oxfords 

004 

Pumps 


004 

Boots 

o.os 

Boots 

o.os 


Heating by RFR may 

further complicate the analysis of radiant- 

- and convective-heat 

exchange between a person and his environment, although Berglund (1983) has demonstrated 


that this complex situation can be analyzed by conventional methods. 

The final avenue of heat loss available to humans is that due to the evaporation of water. 
The latent heat of vaporization of water at normal body temperature is 0.58 kcal/g; the body 
loses this amount of heat when water is evaporated from its surfaces. Water from the respiratory 
surfaces is continually being lost in the expired air. Water also continually diffuses through the 
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skin; this is called insensible water loss or insensible perspiration. These two avenues contribute 
equally to a heat loss that totals about 25% of the resting metabolic heat production of a man in a 
thermoneutral environment. However, the major avenue of evaporative heat loss in humans is 
sweating, which depends on the vapor pressures of the air and the evaporating surface and is thus 
a direct function of both dry bulb (Tab) and wet bulb (T W b) temperatures. When Tab = T w b , the 
air is at 100% relative humidity and thus no water can be evaporated from the skin surface; at 
less than 100% relative humidity, evaporation can occur. The interrelationships between these 
variables can be determined from a standard psychrometric chart (ASHRAE Handbook, 1986), 
an example of which is shown in Figure 5-7 and described in Section 5.4.2.2. In Equation 1, E 
represents the evaporative cooling allowed by the environment (E max ) and is in no way related to 
the level of evaporative cooling required (E’req) by the person. 

5.3 Thermoregulation in Humans and Animals 

5.3.1 Metabolic Rates of Humans and Animals 

Because the metabolic heat production per unit body mass, or -specific metabolic rate,” 
varies greatly with body size and proportion (somatotype), several measures of this variable are 
in wide use. Figure 5-4 is a log-log plot of metabolic heat production versus body mass for 
several animals and humans. The solid line has a slope of 0.75 and reveals a strong correlation 
between body mass raised to the 0.75 power and metabolic heat production. This empirical 
observation has prompted researchers to adopt power per unit body mass, in watts per kilogram, 
as the standard metric for animal metabolic rate. 



Figure 5-4. Logarithm of total metabolic heat production plotted against logarithm of body mass (Data taken 
from Tables 5-2 and 5-4). 
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The metabolic heat production (M) of placental animals (most mammals) can be 
estimated by the following formula: 

M= 3.39w 075 [W] (5) 

where w is the mass of the animal in kilograms. Another useful equation relates the metabolic 
heat produced by the body to the rate of oxygen consumption (ASHRAE Handbook, 1986): 

M= [0.23(RQ) + 0.77](5.87)(V O 2)(60/A d ) [W/m 2 ] (6) 

where RQ is the respiratory quotient, or ratio of Vco 2 produced to V 02 inhaled; RQ in man may 
vary from 0.83 (resting) to over 1.0 (heavy exercise); V 02 is the oxygen consumption in liters 
/minute at standard conditions (0 °C, 760 mm Hg); 5.87 is the energy equivalent of 1 L of 
oxygen at standard conditions in watt-hours/L when RQ = 1. 

Formulas for the metabolic heat production of other classes of mammals can be found in 
Gordon (1977). 

Another widely accepted form for expressing metabolic heat production is power per unit 
surface area. The dashed line in Figure 5-5, with a slope of 0.67, represents how surface area 
increases with mass for geometrically similar shapes. This corresponds to the approximate 
formula for the body surface area (SA) of these animals: 

SA = 0.09w°' 67 [m 2 ] (7) 

Although surface area does not describe the animal data as well as w 0 ' 75 , it is as suitable a 
measure as any for human metabolic heat production. For accurate calculations of human 
metabolic heat production, the DuBois area (Equation 2) should be used. 

5.3.1.1 Human Data 

Metabolic heat production ( M) is often called -metabolic rate” (MR). Table 5-2 lists 
resting metabolic rates for normal healthy humans of varying age and somatotype. The specific 
metabolic rate (SMR) is clearly seen to be a function of body size and shape. The basal 
metabolic rate (BMR) is defined as the heat production of a human in a thermoneutral 
environment (33 °C), at rest mentally and physically, and at a time exceeding 12 h from the last 
meal. The standard BMR for man is about 250 ml CVmin, or 84 W, or 0.8 MET (where 1 MET 
= 58.2 W/m 2 ). The BMR also corresponds to about 1.2 W/kg for a 70-kg -standard” man. The 
BMR is altered by changes in body mass, diet, and endocrine levels, but probably not by living 
in the heat (Goldman, 1983). In resting man most of the heat is generated in the core of the body 
- the trunk, viscera, and brain - despite the fact that these regions represent only about one-third 
of the total body mass. The heat is conducted to the other body tissues, and its elimination from 
the body is controlled by the peripheral vasomotor system. 

Table 5-3 shows the wide variation of metabolic rates during various activities. All of 
these data are given for a healthy, normal 20- to 24-year-old male except as noted. The range of 
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metabolic rates for humans - considering work performed and assorted physiological variables 
such as age, sex, and size - is roughly 40 to 800 W/m 2 (1 to 21 W/kg for -standard” man), 
depending on physical fitness and level of activity. The influence of age and sex on the 
metabolic rate of humans is shown in Figures 5-6 and 5-7. Other factors that may influence the 
metabolic rate are endocrine state, diet, race, pregnancy, time of day, and emotional state. If deep 
body temperature is altered, from either heat storage in warm environments or febrile disease, a 
comparable change occurs in the metabolic rate (Stitt et al., 1974). Similar changes occur when 
deep body temperature rises during exposure to RFR (Adair & Adams, 1982; Adair et al., 1997, 
1998,2001a, 2003b). 

Table 5-3. Resting metabolic rates for normal healthy humans of specific age and somatotype (adapted from 
Ruch & Patton, 1973). 



Average 

Average 

Body 

Metabolic Rate 

Gender/Age 

Weight 

(kg) 

Height 

(m) 

Surface 

Area 

W (W/m 2 ) W/kg 


(m 2 ) 


Man (20-40 vr old) 

Average 

70 

1.75 

1.85 

88.2 

47.7 

1.26 

Ectomorphic 

47.18 

1.76 

1.57 

74.9 

47.7 

1.59 

Endomorphic 

141 

1.76 

2.5 

119.3 

47.7 

0.85 

Woman (20-40 vr old) 

Average 

61.14 

1.61 

1.64 

70.4 

42.9 

1.15 

Ectomorphic 

43.09 

1.45 

1.31 

56.2 

42.9 

1.30 

Endomorphic 

88.45 

1.73 

1.73 

86.7 

42.9 

0.98 

Average male child 

10-yr old 

32.3 

1.38 

1.12 

64.5 

57.6 

2.00 

5-yr old 

19.5 

1.12 

0.78 

48.0 

61.6 

2.46 

1-yr old 

10 

0.74 

0.43 

27.5 

64.0 

2.75 
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Table 5-4. Variation of metabolic rate with activity for a normal 20-24 year-old male* (Adapted from Ruch 
& Patton, 1973). 


Activity 


Metabolic Rate 



(W) 

(W/m 2 ) 

(W/kg) 

METS** 

Sleeping 

75 

41 

1.1 

0.7 

Resting quietly (-basal) 

88.2 

48 

1.3 

0.8 

Sitting upright 

110 

58 

1.5 

1 

Standing, clerical work*** 

130 

70 

1.8 

1.2 

Walking 3 mph 

300 

160 

4.3 

2.7 

Bicycling 

540 

290 

7.7 

5 

Swimming 

750 

410 

11 

7 

Maximum sustained 
exercise 

750 

410 

11 

7 

Running (sprinting) 

Maximum peak 
exercise**** 

1300 

700 

18 

12 

Average male 

850-1600 

460-860 

12-23 


Average female 

700-1100 

410-700 

11-18 


Trained male athlete 

2000 

1080 

29 



* Female included under “maximum peak exercise”, ** 1 MET = 58.2 W/m 2 (Ruch & Patton, 1973), 
*** (Newburgh, 1949), **** (Astrand & Rodahl, 1970) 



Figure 5-5. Variation of human resting metabolic rate (RMR) with age and sex, expressed as power per unit 
surface area (Ruch & Patton, 1973). 
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Figure 5-6. Variations of human resting metabolic rate (RMR) with age and sex, expressed as power per unit 
body mass. Data from Figure 5-6 is converted by means of average height and weight given in Dreyfuss 
(1967). 


5.3.1.2 Animal Data 

Resting metabolic rates (MR) for some adult laboratory animals are shown in Table 5-5 
in three different forms: total MR for the weight given, specific MR, and standardized MR. A 
rough idea of metabolic heat production can be gained from an animal 4 s oxygen consumption 
(V 02 ) by using the formula: 

M= 335 V 02 [W] (8) 

where V 02 = liters of oxygen consumed per minute. The energy equivalent of oxygen is 
approximately 4.8 kcal/L O 2 for a typical animal diet, and the respiratory quotient (RQ) is 
approximately 0.85. 
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Table 5-5. Resting metabolic rate for adult laboratory animals. 


Animal (Reference) 

Average 

Weight 

(kg) 

W 

Metabolic Rate 

W/kg 

W/kg 0 ' 75 

Rhesus monkey** 3 

3.5 

8.26 

2.36 

4.34 

Squirrel monkey 

1.1 

4.93 

4.47 

4.59 

Baboon** 3 

13 

40.7 

2.26 

4.66 

Dog: 

German Shepherd c 

32 

44.2 

1.38 

3.29 

Brittany Spaniel 0 

15.9 

26.2 

1.65 

3.29 

Beagle 0 

13.5 

23.2 

1.72 

3.29 

Rabbit d 

1 

3.57 

3.57 

3.57 

Guinea pig** e 

0.58 

2.26 

3.83 

3.4 

Rat:** e 

Small 

0.11 

0.94 

8.51 

4.9 

Medium 

0.32 

2.08 

6.51 

4.9 

Large 

0.52 

3 

5.77 

4.95 

Mouse : f 

Small 

0.015 

0.15 

10 

3.5 

Medium 

0.02 

0.19 

9.31 

3.5 

Large 

0.025 

0.22 

8.88 

3.5 


* W = MR for given weight; W/kg = specific MR; W/kg 0,75 = standardized MR 
** MR data given as totals for 24-hr period. 

a Bourne (1975), b Rosenblum & Cooper (1968), c Benedict (1938), d Heilbrun (1952), e Altman & Dittmer (1968), 
f Pennycuik (1967) 

5.3.2 Avenues of Heat Loss 

Changes in vasomotor tonus and evaporation of body water through active sweating (or 
panting in certain endotherms) are both mechanisms of body heat loss. As detailed in Section 
5.3 (Figures 5-2 and 5-3), vasomotor control normally operates to regulate the body temperature 


141 

DISTRIBUTION A: APPROVED FOR PUBLIC RELEASE; DISTRIBUTION UNLIMITED. 
PUBLIC AFFAIRS CASE NO. 11-069 






when an endotherm is in a thermoneutral environment, i.e., within the TNZ. Sweating (or 
panting) is activated in warmer environments and during exercise and defervescence. 

5.3.2.1 Vasomotor Control 

Convective heat transfer via the circulatory system is controlled by the sympathetic 
nervous system. Below the LCT, vasoconstriction of the peripheral vasculature in arm, leg, and 
trunk skin minimizes heat loss from the skin, leaving a residual conductive heat flow of 5-9 W/m 
per °C difference between body core and skin. For a body in the TNZ, when the peripheral 
vessels are vasodilated, each liter of blood at 37 °C that flows to the skin and returns 1 °C cooler 
allows the body to lose about 1 kcal, or 1.16 W*h, of heat (Hardy, 1978). During vigorous 
exercise in the heat, peripheral blood flow can increase almost tenfold; this increase is essential 
to eliminate the increased metabolic heat produced in the working muscles. 

Thermal conductance represents the combined effect of two channels of heat transfer in 
the body - conductive heat transfer through layers of muscle and fat, and convective heat transfer 
by the blood. Tissue thermal conductance K (W/m 2 *°C) is the rate of heat transfer per unit area 
across a layer of tissue. Although K cannot be measured directly in the human organism, it can 
be estimated for resting humans under the assumption that all the heat is produced in the core of 
the body and is transferred to the skin and thence to the environment. Thus: 

H L = K(T re -T sk ) [W/m 2 ] (9) 


in which H L represents the heat loss (neglecting that lost through respiration), T re is rectal or core 
temperature, and T sk is the average skin temperature. In the cold (22 - 28 °C), conductance is 
minimal for both men and women, ranging between 6 and 9 W/m »°C. In warm environments, 
conductance increases rapidly, and women show a faster increase than men (Cunningham, 1970; 
see also Figure 5-3). 

5.3.2.2 Sweating 

Evaporation of sweat from the skin surface efficiently removes heat even in environments 
warmer than the skin. In this case, evaporative heat loss must take care of both metabolic heat 
and that absorbed from the environment by radiation and convection. We have no reason to 
believe that thermalizing energy from absorbed RFR will be dealt with any differently than heat 
produced by normal metabolic processes or absorbed by exposure to warm environments. 
Normal secretory functioning of the approximately 2.5 million sweat glands on the skin of a 
human being is essential to the prevention of dangerous hyperthermia. Secretion is controlled by 
the sympathetic nervous system and occurs when the ambient temperature rises above 30 °C or 
the core body temperature rises above 37 °C. Local sweating rate also depends on the local skin 
temperature (Nadel et ah, 1971a). Physically fit individuals and those acclimated to warm 
environments sweat more efficiently and at a lower body temperature than normal (Nadel, 1974). 
Dehydration or increased salt intake will alter plasma volume and decrease sweating efficiency 
(Greenleaf, 1973). 
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The maximum sweat rate for humans and the length of time it can be maintained are 
limited. The maximum rate of sweat production by an average man is about 30 g/min. If the 
ambient air movement and humidity are low enough for all this sweat to be evaporated, the 
maximum cooling will be about 675 W/m 2 ; however, conditions are not usually this ideal - some 
sweat may roll off the skin or be absorbed by layers of clothing. A more practical limit of 
cooling is 350 W/m 2 , or 6 METS, which represents about 17 g/min for the average man 
(ASHRAE Handbook, 1986). 

5.4 Human Thermoregulatory Control During RF Exposure 

5.4.1 Thermoregulatory Control 

The thermoregulatory system functions as a negative-feedback control system with a 
reference or -set” temperature. Thermally-sensitive neural elements (thermosensors) are 
distributed around the body to provide information about the local temperature of body tissues. 
The thermosensors located in the skin are the most important; other sites include the medial 
preoptic/anterior hypothalamic area of the brainstem (locus of the -central thermostat”), 
midbrain, medulla, spinal cord, cortex, and deep abdominal structures. Neural signals from the 
sensors are integrated by a central controller, the integrated signal is compared with the internal 
reference, and an output command is generated to energize appropriate responses whenever a 
load error occurs. A negative load error (body temperature lower than set point) will increase 
heat production; a positive load error will increase heat loss. As detailed below, the particular 
effector response that is mobilized, as well as its strength, will depend on the prevailing 
environmental conditions. 

5.4.2 Human Heat Tolerance and Environmental Factors 
5.4.2.1 RF Energy Deposition 

The basic problem posed by excessive body heating from any source, including absorbed 
RF energy, is whether the heat-loss capability of the thermoregulatory system is sufficient to 
prevent heat storage in the body. Thus, for a human being exposed to a RF field, Equation 1 may 
be rewritten as: 


(M± W)+A« = R + C + E±S (10) 

where ^4 r f represents the rate of energy absorption from the RF field. If we neglect the work 
factor (W), the sum of the heat production, of the heat exchange by convection (H c ) and radiation 
( H r ), and of the absorbed RF energy will yield a useful estimate of the evaporative cooling 
required CEV eq ) as: 


Z/ rC q A / + // ( ± //, ■ ~ A ,f . (11) 

If the maximum available evaporative cooling (E max ) is less than E req , S will be positive and the 
body temperature will rise. 
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5.4.2.2 Human Heat Tolerance 

In general, the degree of body heat stress can be predicted by the simple ratio of E reC] /E imx , 
which yields a measure of the percentage of the skin surface that is wet with sweat. Values of 
E K q/E max < 20% yield a state of thermal comfort, while higher percentages indicate tolerance 
limits (Gagge, 1937). This same ratio has also been called the Heat Stress Index (HSI) (Belding 
& Hatch, 1955). HSI values greater than 30% are judged to be uncomfortable but tolerable and 
may interfere with concentration and fine motor performance; values from 30 - 60% have finite 
tolerance times, while values from 60 - 100% represent severe, intolerable conditions. 
Tolerance limits can also be determined from a standard psychrometric chart (Figure 5-7), which 
diagrams the ambient vapor pressure in terms of both wet-bulb and dry-bulb temperatures. A 
Comfort-Health-Index (C-H-I) has also been derived from such a chart and is expressed in terms 
of the dry-bulb temperature (Tab) at 50% RH. Human responses change as the C-H-I ranges 
from 50 °C (rapid body heating, circulatory collapse, unbearable conditions) through 35 °C 
(-d-anger line” for heat stroke, slightly uncomfortable) to 20 °C (vasoconstriction of extremities, 
muscular pains, cold and uncomfortable sensation). 
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Figure 5-7. A standard psychrometric chart that delineates the zone of thermal comfort (red area), zone of 
body heating, and zone of body cooling in terms of dew point, ambient vapor pressure, and dry bulb 
temperature. ET* defines the limits of thermal comfort (ASHRAE Handbook, 1986). 


Clothing is also considered a part of the thermal environment since it presents a 
resistance to the flow of heat from the skin to the environment; this resistance is a direct function 

144 


DISTRIBUTION A: APPROVED FOR PUBLIC RELEASE; DISTRIBUTION UNLIMITED. 
PUBLIC AFFAIRS CASE NO. 11-069 







of the thickness of the air layer trapped by the clothing. The standard insulation unit, called the 
clo, was empirically derived and equals 0.155 °C m 2 W' 1 (Gagge et al., 1941). It has been 
suggested (ASHRAE, 1986) that for each 0.1 clo deviation from the usual 0.6 clo insulation 
baseline for sedentary office workers (1MET), the air temperature for comfort can be offset by 
0.55 °C; this temperature offset can be doubled if the workload is increased to 4 - 5 METs. 

5.4.2.3 Exercise 

During exercise, the internal body temperature rises because heat generated in the 
working muscles is distributed throughout the body by increased blood flow. This increased 
blood flow, combined with peripheral vasodilation, also brings excess body heat to the surface 
for dissipation. In the steady state, the heat produced by moderate exercise is efficiently lost to 
the environment so that the internal body temperature stabilizes at an elevated level that depends 
primarily on the workload, whatever the ambient temperature. 

During passive exposure to RF fields, thermalizing energy may be selectively deposited 
in specific tissue beds; the particular pattern of energy deposition varies with many physical 
factors of both the radiation and the target. Similarly, during exercise the source of heat lies in 
specific groups of muscle fibers; the particular pattern of heating varies with the activity. 
However, some have argued that these two scenarios may generate different thermoregulatory 
responses because the absorption of RF energy is -unique” (Elder & Cahill, 1984). This view 
limits the application of voluminous data on exercise physiology to the prediction of human 
thermophysiological responses to RF fields. 

An early study by Nielsen and Nielsen (1965) demonstrated the equivalence of 
thermophysiological responses during exercise and during passive heating by diathermy. In their 
experiments, short-wave diathermy was used to deposit heat directly into the deep tissues of the 
trunk of human subjects. In other test sessions, the same subjects exercised on a stationary 
bicycle at a work rate adjusted so that the heat load during cycling and diathermic heating was 
the same (approximately 5 times the resting M or 5 METs). Four ambient temperatures (T a ), 
ranging from cool to warm, were studied. In the steady-state at all T a , the rectal temperature 
increased by the same amount during the two procedures. Thermal conductance, assessed by 
changes in peripheral blood flow, and sweating rates were also comparable. Thus, passive 
heating by diathermy and the heat generated by active exercise produced the same kind of 
thermal disturbance in the body as a whole, although the distribution of heat in individual tissue 
compartments of the body may have been very different in the two cases. These findings 
indicated that the thermoregulatory consequences of whole-body RF energy deposition may be 
predicted by the consequences of equivalent heat loads produced by exercise. 

5.4.2.4 Febrile States 

The elevated body temperatures produced by exercise and those occurring during febrile 
disease must be differentiated. Strenuous exercise may elevate the deep body temperature to a 
level above the normal, regulated (or -set”) level; the magnitude of the heat loss response is 
directly related to this deviation as the body attempts to defend the normal level. However, 
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during fever there is an elevation in the -set” level that is defended just as is the normal -set” 
level during normothermia. These differences are clearly described by Shimada and Stitt (1983). 

The elevated body temperature during fever is generated differently in different T a . In 
warm T a , heat loss will be curtailed and vasoconstriction will occur; if these responses are 
inadequate to increase heat storage, heat production will be increased. In cold T a , greatly 
increased heat production, including vigorous shivering (chill), is the only way to raise the body 
temperature. Stitt (1979) has shown that when a pyrogenic substance is introduced into the body 
and the set point elevated, the thermoregulatory controller will mobilize any response 
appropriate to increase the storage of body heat. 

Adair et al. (1997) hypothesized that a febrile animal might utilize energy from an 
environmental RF field to generate a fever in response to an injection of pyrogen into the 
hypothalamus, thus sparing metabolic energy stores. Four squirrel monkeys were implanted with 
Delrin injection cannulae and re-entrant tubes in the medial preoptic/anterior hypothalamic area 
so that a 1 pL volume of 250 ng PGEi in saline could be injected on demand to produce a 0.6 °C 
fever that lasted 60-90 min. In each test, following a 90-min equilibration to T a = 26 °C, the 
PGEi was injected and a 30-min RF exposure to either 450 or 2450 MHz CW microwaves was 
introduced either immediately, or 30, or 60 minutes post-injection. This procedure allowed 
evaluation of the potential synergism between RF energy and fever during the three different 
phases of the fever cycle (chill, plateau, and defervescence). Two whole-body specific 
absorption rates (SARs) (1.5 and 3.0 W/kg) were studied at each frequency. Control conditions 
included 1) PGEi injection without subsequent RF exposure, 2) RF exposure following a saline 
injection, and 3) tests in the absence of injections and RF exposure. The major finding was that 
during the chill and plateau phases of the fever cycle, RF energy did indeed substitute for 
metabolic energy in the generation and maintenance of the fever. However, during 
defervescence, RF exposure tended to exacerbate the fever and prevent the efficient loss of heat 
stored in the body. These responses were dose dependent and also related in complex ways to 
RF frequency. 

5.4.3 Whole-Body RF Exposure 

5.4.3.1 Human Physiology and Heat 

Human core temperature can be as low as 36 °C in the early morning and as high as 40 
°C during exercise or environmental stress. The core temperature of humans is generally stable 
in most thermal environments; however, skin surface temperature is directly related to the 
environmental temperature (including radiant heat). Sensations of heat or cold, as well as 
feelings of comfort and discomfort, are primarily related to the skin surface temperature and the 
property of skin wettedness. Humans have exquisitely sensitive behavioral and autonomic 
mechanisms to maintain both core and surface temperatures. Failure of temperature regulation is 
described by heat related disorders (heat cramps, heat exhaustion and heat stroke) and may occur 
at core temperatures as low as 38 °C. 
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5.4.3.2 RF Heating / Clinical and Laboratory Studies 


Studies of human beings deliberately exposed to RF energy are rare and most of those 
reported involve partial-body RF exposure. In volunteers undergoing magnetic resonance 
imaging (MRI), when SAR = 2.7 to ~6.0 W/kg for 30 min, core body temperature (tympanic) 
could rise as much as 0.4 °C during MRI and was a direct function of SAR. Increases in local 
skin temperature, local skin blood flow, sweating, and heart rate were also SAR-related, but 
negligible (Shellock, et al., 1989a, 1989b, 1994). As the frequency of partial-body RF exposure 
increases, wavelength decreases and the RF energy is absorbed closer to the surface of the skin. 
In laboratory studies of volunteers undergoing 45-min RF exposure at normalized peak SAR = 
6.0 to 15.4 W/kg in controlled thermal environments, core body temperature (esophageal) 
remained stable within ±0.1 °C of the equilibrated level and metabolic heat production changed 
little in resting subjects (Adair et al., 1998, 1999a, 1999b, 2001a, 2001b, 2003a). Individual 
physiological responses (skin temperatures, sweating rate, skin blood flow) were a function of 
ambient temperature (T a =24, 28, 31 °C), frequency (100, 450, 2450 MHz), and field strength (4, 
6, and 8 mW/cm 2 at 100 MHz; 18 and 24 mW/cm 2 at 450 MHz; 27, 35, 50, and 70 mW/cm 2 at 
2450 MHz). Corresponding normalized peak SARs at 2450 MHz were 6.0, 7.7, 11.2, and 15.4 
W/kg, the highest being well outside the IEEE C95.1 (1999) guidelines. 

For whole-body exposure, the maximal absorption of RF energy occurs when the long 
axis of the body is parallel to the electric field vector (E-polarization) and the longest dimension 
of the body is about 0.4 of the free space wavelength (resonant frequency) (Dumey et al., 1986). 
RF exposure of non-human primates at resonance yields somewhat less efficient 
thermoregulation than does exposure to sub-resonant or supra-resonant frequencies (Adair et al., 
1992; Krupp, 1983; Lotz, 1985; Lotz & Saxton, 1988). Although the threshold for a reduction in 
metabolic heat production (M) may be lower at resonance, the magnitude of the response change 
may be less for a given SAR than at non-resonance and the body temperature may rise. 
However, the hyperthermia is modest and well regulated. The situation is similar to that of 
humans during exercise (Adair, 1996). Some have expressed concern that human exposure at 
resonance may pose a greater hazard than exposure at other frequencies. Experiments recently 
completed, where seated adults undergo 45-min RF whole-body exposures at resonance (100 
MHz), demonstrate that autonomic heat loss mechanisms (blood flow and sweating) are rapidly 
mobilized to dissipate heat generated deep in the body. No increase in core temperature occurs, 
even at a power density that is 8 times the IEEE C95.1-1991 standard at 100 MHz (Adair et al., 
2003a). 


5.4.3.3 Heat Stroke and Other Heat-Related Effects 
5.4.3.3.1 Cardiovascular Effects 

Many deaths that occur during periods of very hot weather are not only due to 
hyperthermia but also to hemoconcentration, which can lead to increased incidence of coronary 
and cerebral artery thrombosis in elderly people (Donaldson et al., 2003). This risk appears 
minimal in healthy adults. Sweating can cause serious loss of body water even in young adults, 
if water intake is restricted. Dehydration can cause heat cramps, heat exhaustion, and ultimately 
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to a failure of sweating and of circulation to the skin, with a rapid rise of core temperature. Heat 
stroke will ensue if supportive treatment is not administered. People taking certain drugs, or 
vulnerable for other reasons, may also be prone to heat stroke. 

5.4.3.3.2 Gastrointestinal (GI) and Other Effects 

Excessive whole-body heating is also associated with damage to a variety of critical 
organs, including the heart, kidney, lungs, liver and gastro-intestinal (GI) tract. In addition to the 
direct effect of increased tissue temperature as a result of heating, a redistribution of blood flow 
away from organs such as the GI tract, can potentiate this damage and contribute to other 
pathologies. For instance, dysfunction of the protective GI mucosa can produce an increase in 
intestinal permeability, which involves diffusion of bacterial products such as endotoxin from the 
GI lumen to the blood. 

5.4.3.3.3 Central Nervous System (CNS) Effects in Humans 

The adverse effects of heat and heat related disorders in the normal population are more 
frequent than initially thought. The main leading causes of death are cardiovascular diseases 
followed by traumatic injuries to the CNS. However, until now very little attention has been paid 
to the heat/related illnesses as one of the important factors in CNS injuries. Early reports of heat- 
related human deaths seldom included post mortem study of the CNS. One study showed that in 
most victims, heat induced brain damage was apparent following 4 to 14 days of the initial heat 
insult. The main causes of death were micro haemorrhages in the leptomeninges and a 
pronounced increase in volume swelling of the brain (brain edema) that compresses the vital 
centers. The most vulnerable areas of the brain were the cerebellum and the cerebral cortex, 
while the brain stem and hypothalamus showed minimal damage. No attempt was made to study 
changes in the hippocampus. Following heat-related illness, the body temperature at death 
ranged between 39 to 41.6 °C. However, this and subsequent investigations of CNS pathology 
of heat victims, did not examine endothelial cell damage or cellular alterations in the 
hippocampus and spinal cord. Also, the methods used to study cell changes were primitive and 
no specific staining of nerve cells, glial cells, or myelin were used. Thus, details of 
neuropathology of the human CNS are still not well known and require careful further 
investigation using modern techniques. 

5.4.3.3.4 Central Nervous System (CNS) Effects in Animals 

Animal studies using CNS as the target organ following whole-body heating are rare. 
Thus, knowledge of the exposure temperature that leads to changes in brain function is still 
lacking. However, exposure of rats at 38 °C for 4 h results in cellular damage in different parts of 
the brain. The hippocampus is the most vulnerable organ of the brain and specific cell damage 
can be seen in the CA3 and 4 regions. Since the hippocampus is related to memory function, 
damage to this organ following heat injury can lead to memory impairment. This new field of 
research requires further investigation. Also, in animals the endothelial cells of the brain and 
spinal cord are more vulnerable to heat injury, and leakage of serum proteins leading to edema 
formation can be seen in several brain regions following heat exposure at 38 °C for 4 h, 
suggesting that the crucial factor could be alteration in blood/brain barrier function. Impairment 
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of the fluid microenvironment of the brain results in brain dysfunction leading to cell death, 
apoptosis, and necrosis. However, the detailed mapping of cell injury and expression of several 
pathological markers in the heat-injured brain is still incomplete. 

5.4.4 Partial-Body RF Exposure 

If a non-human primate undergoes partial-body exposure to RF energy, the magnitude of 
the change in M reflects the total absorbed energy, as though it were integrated over the whole 
body (Adair, 1988). If an animal is exposed to RF energy at SARs greater than those that reduce 
M to the resting level, thermoregulation will be accomplished by mobilization of the next 
response in the thermoregulatory hierarchy, changes in vasomotor state or conductance, i.e., 
blood flow, as shown in Figure 5-2 (Adair, 1985; Candas et al., 1985; Lotz & Saxton, 1987). 

A series of laboratory studies has been conducted in which human volunteers were 
exposed for 45 min to continuous wave (CW) RF energy (at 2 to 4 peak power densities) in three 
controlled thermal environments (T a = 24, 28, and 31 °C) (Adair et al., 1998, 1999a, 2001a, 
2001b). The frequencies explored (450 and 2450 MHz) deposited RF energy relatively close to 
the skin surface, a condition that resulted in SAR- and frequency-dependent increases in skin 
temperatures but no significant change in core body temperature, measured in the esophagus at 
the level of the heart. This stability of core temperature resulted from the efficient mobilization 
of autonomic heat loss responses, principally skin blood flow and sweating, which were 
presumably initiated by signals from thermal receptors in the skin. These studies involved 
partial-body exposure of the subject volunteers. Given small anechoic chambers and 
transmitting systems of modest peak output power (e.g., 1 kW or less), it is impossible to achieve 
both whole-body exposure and a peak power density (PD) that is appropriate for scientific 
investigation. The best compromise for these studies was to expose the dorsal aspect of the head, 
upper arms, and trunk of the seated subject, which represented about 34% of the total skin 
surface area. 

5.4.5 Sensitive Tissues and Organs 

The rate at which biological cells are killed by heat is an exponential function that 
depends on both the temperature applied and the duration of exposure. In clinical hyperthermia 
treatments, it is useful to normalize the time-at-temperature data to a common unit that may be 
applied to various heating regimes. Sapareto and Dewey (1984) proposed a simple method, 
termed "thermal isoeffective dose," by which one time-temperature combination can be 
converted to another. In this method, time-temperature data are converted to an equivalent 
number of minutes at 43 °C. This temperature is close to the point of discontinuity (break point) 
of functions in many Arrhenius plots of time-temperature data (Dewey, 1994). The equation for 
converting one time-temperature combination to another is: 

CEM 43 °C = tR (43 ' T) (12) 
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where CEM 43 °C = cumulative equivalent minutes at 43 °C, t = time (minutes), T = average 
temperature during the time interval t, and R = number of minutes required to compensate for a 
1.0 °C temperature change above or below the break point. Sapareto and Dewey's (1984) 
method assumes that R = 0.25 below the break point, which is consistent with much rodent data. 
This value indicates that the time to achieve an isoeffect at a defined temperature is increased by 
a factor of 4 for each degree drop below the break point. On the other hand, above the break 
point R = 0.43 for rodent cells, indicating that the time to achieve an isoeffect is increased only 
by a factor of 2.2 for each degree rise above the break point (Dewhirst et al., 2003). Note that 
the break point on Arrhenius plots is slightly higher for human (43.5 °C) than for rodent cells 
(43.0 °C), based on in vitro data. However, there is very little human data available apart from a 
few measurements of thermally induced skin necrosis (Moritz & Henriques, 1947; Buettner, 
1951; Song et ah, 1990). Most of the available data have been collected on mice, rats, and 
rabbits, with some data on dogs and pigs. Since the characteristics of porcine skin are quite 
similar to those of humans, future work on the thermal sensitivity of tissues and organs might be 
conducted on pigs as the best approximation to humans. 


Hyperthermia, in terms of CEM 43 °C at various durations from < 1 min to > 80 min, 
reveals the thermal sensitivity of many animal tissues. Based on histopathological analysis, 
testicular and brain tissues appear to be the most sensitive to thermal insult for exposures of short 
duration. Changes in BBB function can also be significant. Bone marrow, kidney, and spleen 
show minor changes of an acute nature. Minor changes in testicular function may persist for 
some time. Hyperthermia of longer duration (up to 40 min) exacerbates effects on the brain and 
BBB, produces minor morphological effects on cornea, retina, and eyelid, and may damage the 
prostate and rectum. Still longer exposures (up to 80 min) impair the function of peripheral 
nerves, damage other parts of the eye (sclera, choroid, lens, anterior chamber, ciliary body) and 
impact liver, muscle, skin, and fat. Exposures longer than 80 min produce significant damage to 
most of the tissues in the body of rabbits, dogs, and pigs. Evidently, rodents do not survive CEM 
43 °C exposures much longer than 40 min. On the other hand, based on an exhaustive survey of 
the hyperthermia literature, Dewhirst et al. (2003) state that there are virtually no data that relate 
to the sensitivity of tissues in the human body. It is of interest that thermal damage to human 
skin, in terms of CEM 43 °C would require a continuous exposure of 10-12 hours at that 
temperature. 

5.5 Human Perception of RF Fields 
5.5.1 Introduction 

Since RF exposure generates heat in body tissues, such energy can be part of the thermal 
environment to which humans and animals may potentially be exposed. Although physiological 
responses (e.g., sweating) may be initiated automatically by thermal stimuli, the sensation of 
tissue warming is necessary to initiate appropriate behavioral action. The stimulation of 
temperature-sensitive nerve endings located within the outermost 0.6 mm of mammalian skin 
probably underlies the sensations of changes in skin temperature (Hardy & Oppel, 1937). 
Whether or not RF exposure produces a warmth sensation depends on many parameters of the 
signal, e.g., frequency, modulation, intensity, duration, as well as the body locus and the exposed 
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surface area. Many of these parameters influence the magnitude of thermal sensations derived 
from exposure to infrared (IR) radiation (Stevens, 1983). IR energy is absorbed in the most 
superficial layers of skin in close proximity to the temperature-sensitive nerve endings; a similar 
absorption profile should be obtained for the higher microwave frequencies (10 GHz and above). 
However, lower RF frequencies will be absorbed in complex patterns at other depths, making 
prediction of thermal sensation difficult. 

5.5.2 Perception Thresholds 

5.5.2.1 Archival Data 

Absolute thresholds for the detection of RF irradiation by human observers were 
determined in several archival studies (Schwan et al., 1966; Eijkman & Yendrijk, 1961; Yendrijk 
& Vos, 1958; Hendler, 1968; Hendler & Hardy, 1960; Hendler et ah, 1963). All of these studies 
involved brief exposures (10 sec or less) and restricted areas of forehead or forearm skin. In 
general, the shorter the wavelength of the irradiation, the less energy was required to provoke a 
just-detectable sensation of warmth (Michaelson, 1972). When a 37 cm 2 area of forehead was 
irradiated for 4 sec, the mean absolute threshold of warmth was 33.5 raW/cm 2 at 3 GHz, 12.6 
mW/cm 2 at 10 GHz, and 4.2 mW/cm 2 at frequencies > 1000 GHz (far-IR). Irradiation of small 
areas of skin by 3- or 10-GHz pulsed (0.4 psec pulse with, 2500 pps) microwaves had to last at 
least 5 sec in order for the minimal intensity to evoke a thermal sensation and the exact intensity 
depended on the area stimulated. At shorter stimulus durations, the intensity had to be greatly 
increased to evoke comparable warmth sensations. This phenomenon is called temporal 
summation and the shortest duration at which only intensity matters is called the "critical 
duration" (Stevens, 1983). 

Justesen et al. (1982) incorporated indirect assessment of absorbed RF energy during 10- 
sec exposures of the human forearm (average area = 107 cm 2 ) to 2.45-GHz CW fields. Warmth 
sensations were reported when the energy density of the RF field was -29 mJ/cm 2 , compared to 
~1.8 mJ/cm 2 when the same skin area was exposed to far-IR radiation. These thresholds 
corresponded to power densities of 27 and 1.7 mW/cm 2 and, thus, were similar to results 
reported in the earlier studies cited above. 

5.5.2.2 Recent Extensions of Classical Data 

Blick et al. (1997) measured the threshold for thermal sensation across a range of five RF 
frequencies from 2.45 to 94 GHz plus far-IR (-3000 GHz). Judgments of threshold warmth 
sensation, across a skin area of 327 cm 2 centered on the subject's back, were determined at each 
frequency using a double-staircase psychophysical procedure. The stimulus duration was 10 sec 
and the interstimulus interval was 1 minute. Thresholds were determined at each frequency for a 
group of 16 adult male volunteers. Thresholds of warmth were a linear function of frequency 
when the data were plotted in log log coordinates. The threshold at 2.45 GHz (63.1 ± 6.7 
mW/cm 2 ) was more than an order of magnitude larger than that measured at 94 GHz (4.5 ± 0.6 
mW/cm 2 ); in turn, the latter was not significantly different from the IR threshold (5.34 ± 6.7 
mW/cm 2 ). In general, measured warmth thresholds reflected the skin depth at each frequency 
and a theoretical analysis (Riu et al., 1997) suggested that a constant temperature increase of 
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-0.07 °C at or near the surface of the skin was the adequate stimulus for perception. This 
analysis also indicated that the depth at which the thermal receptors are located is not a relevant 
parameter, as long as it is within 0.3 mm of the surface. 

5.5.2.3 Suprathreshold Functions Including Pain 

No new data on pain sensations derived from RF exposure have appeared in the literature 
since the classical studies of Cook (1952a, 1952b), although these early data should be confirmed 
and extended. Cook investigated the potential of 9.4- and 10-cm microwaves to induce pain 
sensation in two exposure areas (53.2 and 9.5 cm 2 ) of human skin (forearm, thigh, and calf). The 
subject was instructed to report when a burning pain sensation occurred and the latency to report 
was noted. The temperature of the skin at pain threshold was measured with a copper/constantan 
thermocouple held at the center of the irradiated surface. The final skin surface temperature at 
pain threshold was 46.1 ± 1.0 °C. Cook concluded that the pain threshold, aroused by 
microwave irradiation, was directly related to the skin temperature. However, the power density 
of the radiation at threshold could depend on area exposed, exposure time, initial skin 
temperature, anatomical site, and thermal conductivity. Cook provided a theoretical analysis 
based on thermal flow theory that explained the results measured with short exposures. Longer 
exposures had to involve vasomotor responses in the capillaries, a conclusion also reached by 
Riu et al. (1997) for the adequate RF stimuli for the sensation of warmth. 

5.6 Human Overexposure Data 

Chiang and Shao (1989) reported that -hundreds of male volunteers” in China have 
received RF irradiation as a contraceptive procedure. A group of 53 volunteers was treated with 
2450-MHz energy localized to the testes once a month for 30 minutes (Fang et al., 1982). If the 
testes were heated to 40 - 42 °C, sperm counts were reduced to <5xl0 9 /L by 7 weeks after the 
first irradiation and persisted at this level. Neither a change in sexual function nor deleterious 
side effects were reported. However, no data were presented on the effectiveness of the 
treatment as a contraceptive and there was a suggestion that the near field exposures used 
provided inhomogeneous exposure to the testes. A more recent study, reporting a similar attempt 
to use RF energy to induce temporary sterility in adult males, also gave data related to the 
thermal effects of long-term, partial-body exposure at high intensities (Liu et al., 1991). Thirteen 
male volunteers underwent localized RF exposures of the testes at 915 or 2450 MHz in weekly 
sessions that lasted 30 min each. Irradiation was carefully restricted to the testes. Power levels 
were 20 to 30 watts, sufficient to raise the scrotal skin temperature 10 °C above its normal level. 
Seven subjects received over 100 such sessions, the remainder somewhat fewer. Six months 
after termination of the exposures, biopsies of testicular tissue were taken for microscopic 
examination. While considerable cellular damage was evident, no significant gross 
morphological abnormalities were found. Further, despite evidence of greatly reduced 
spermatogenesis during the treatment, sterilization was not reliably achieved by this method, as 
two of the men fathered children during the course of the study. A major conclusion was that 
human testicular tissue appeared much more resistant to thermal injury than equivalent tissue in 
experimental animals, such as similarly-exposed rats or rabbits. 
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Other data on RF overexposure of human beings in the military and/or industrial 
environments have been collected over the years. A report by Mitchell (1985) indicated that 
over the preceding 10 years, 300 reported overexposure incidents were investigated. Of these, 
58 were confirmed overexposures, the remainder being within the permissible exposure limit 
(PEL) of 10 mW/cm 2 in any 6-min period. Of the 58 overexposures, most of which were in the 
frequency range between 1.5 and 10 GHz, 45% of the individuals felt a clear warming sensation 
and terminated the exposure within less than 6 min. The power densities ranged from 15 to 
160,000 mW/cm 2 (with most between 40 and 1000 mW/cm 2 ) and nearly all were partial-body 
exposures. The clinical findings of the overexposure victims were inconsistent, even for intense 
localized exposure. Erythema and/or edema were rarely found. Abnormalities of the ocular lens 
that were noted were not associated with visual impairment. Follow-up tests of serum enzyme 
levels, blood counts, blood pressures, sedimentation rates, and EKGs were all clinically 
unremarkable. Unfortunately, a nearly complete lack of pre-exposure baseline data hampered 
the evaluation of any abnormal findings. 

A study involving extensive workups of 34 patients overexposed to RFR was recently 
published (Reeves, 2000). The purported overexposures occurred between 1973 and 1985 and 
each patient received a comprehensive clinical diagnostic workup at the USAF School of 
Aerospace Medicine at Brooks AFB. An intensive review of the evaluations was conducted with 
the objective of advising attending physicians on symptoms and physical signs to focus on, 
required extent of the workup, need for laboratory studies, additional testing and referrals. 
Exposure characteristics recorded included RF frequency, average incident power density, 
estimated exposure durations, and calculated dose. Patient symptoms recorded included 
sensation of warmth, headache, muscle pain, lacrimation and/or photophobia. Clinical laboratory 
data included a hemogram, tissue destructive screen, a hepatic screen, and thyroid studies. 
Statistical analysis showed that there was a slight positive association of certain effects (muscle 
pain, lacrimation and/or photophobia) with the product of power density and exposure time. 
Other laboratory studies included urinalysis, serum testosterone levels, sperm counts, 
electrolytes, serum lipids, fasting blood sugar, EKG, pulmonary function tests, chest and 
abdominal X-rays. These latter showed no correlation with field strength or the product of field 
strength and exposure duration. Extensive neurology consultation, psychometric testing, and 
psychiatric consultation yielded no correlation with field strength or the product of field strength 
and exposure duration. Principle findings included a positive association of a sensation of 
warmth with power density, but a negative association between an abnormal tissue destruction 
screen and power density. A few patients reported burning pain that resolved over several 
weeks. The major conclusion drawn from this study was that patients with suspected RFR 
overexposures need to be seen promptly at a medical facility. However, rather than perform 
extensive evaluations of such patients, a careful history and physical examination with laboratory 
studies should be performed. It is also very important to address fully the patient 4 s concern 
about RFR effects. 

5.7 Clinical Data of Humans Exposed To MRI 

The exposure of patients to the magnetic resonance imaging (MRI) environment at 64 
MHz may produce tissue heating that is related to the changing fields of the RF coils. A 
considerable amount of literature describes thermoregulatory responses of humans to those fields 
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during a variety of MRI procedures in the clinic. An early study (Kido et al., 1987) measured 
blood pressure (BP), heart rate (HR), respiration rate (RR), and axillary temperature in 27 
volunteers during MRI scans of both trunk and head at 1.5T and two RF power levels. Recently, 
more attention has been paid to equilibration of the patients prior to MRI scans, control of T a , 
specification of SAR, and assessment of several physiological variables. Shellock and Crues 
(1988a, 1988b) measured skin, sublingual, and corneal temperatures of 35 patients during MRI 
with a head coil (1.5T at 64 MHz). The estimated peak SARs ranged from 2.54 to 3.05 W/kg. 
An average corneal temperature rise of 0.5 °C (range = 0.0 to 1.8 °C) was statistically significant 
(P< 0.001) as were slight elevations in the T s k of head regions (P <0.01) compared to pre-scan 
levels. Sublingual temperature did not change. In another study (Shellock et al., 1989a), 
sublingual and T s k were measured in 6 subjects before (20 min), during (30 min), and after (20 
min) MRI in a 1.5T body coil at SARs from 2.7 to 4.0 W/kg. SkBF was also measured. 
Although the 30-min scans did not establish a thermal steady state, the measured temperature 
changes were not significantly different from zero. Scrotal MRI of 8 men at 1.5 T (range of 
whole-body SAR from 0.56 to 0.84 W/kg) and an average duration of 23 min produced a 
maximal rise of 3.0 °C in scrotal surface temperature (Shellock et al., 1990). The authors 
claimed that this temperature elevation was well below the threshold for a reduction in 
spermatogenesis, confirmed by Berman (1984). 

That measured tissue temperature changes during MRI are attributable to RF exposure 
during the procedure was demonstrated by experiments in which 6 male subjects were exposed 
to 1.5T static magnetic fields only (Shellock, 1992; Shellock et al., 1989b). Sublingual and 
several T s k were measured during 20-min scans that followed a 20-min equilibration to a T a = 21 
°C. No change from the equilibrated level occurred in any measured body temperature. The 
general conclusion drawn from MRI data at 1.5T, is that tissue temperature changes are small 
and far below hazardous levels (Shellock, 1992). 

5.7.1 MRI Exposure Data (Laboratory Studies of Humans) 

Schaefer (1988) reported results of 20-min whole-body MRI scans (SAR = 4.0 W/kg) of 
11 adult volunteers. The scan was preceded and followed by 20-min baseline periods. Measured 
variables included T es0 ph, several T S k, M, HR, RR, and BP. Although the initial baseline did not 
produce a steady state, no change in the group mean T es0 ph occurred until the end of the 20-min 
MRI scan when the increase was 0.3 °C (P<0.005). During the scan, T S k near the isocenter of the 
scanner rose up to 3.0 ± 0.5 °C, but these increases were judged to be non-hazardous. BP did not 
change, but slight elevations were recorded in HR and RR. In general, this study and that by 
Shellock et al. (1989b) indicate that MRI scans at whole-body SARs up to 4.0 W/kg do not 
produce significant changes in T co and that T S k elevations are within the normal variation 
produced by changes in T a or during normal activity. However, the MRI exposure environment 
is atypical. The penetrating RF field is primarily magnetic, with a small contribution from the 
electric field (Bottomley et al., 1985); thus, the ohmic heating that occurs is greatest at the 
surface and least at the center of the body. 

A more recent report (Shellock et al., 1994) describes 16-min MRI exposures of 6 human 
volunteers in a body coil at 1.5 T, 64 MHz. Subjects were equilibrated to T a = 21.3 - 23.3 ± 0.4 
°C for about 15 min prior to the exposure. Tympanic membrane temperature (T tym p) was 
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recorded immediately before and after the MRI exposure, and HR, oxygen saturation, SkBF, and 
6 T S k were recorded at 2-min intervals during the procedure. The RF exposure was at a calculated 
whole-body SAR of 6.0 W/kg, achieved by use of a "prototype pulse sequence". The authors 
reported statistically-significant (P < .05) increases in Ttymp and 5 T S k, HR, and SkBF. These 
changes were not considered deleterious and such a high SAR appears to be well tolerated by 
persons with normal thermoregulatory function. However, the report suffers from a lack of 
technical detail with respect to the purported whole-body SAR achieved. 

5.7.2 Modeling Human Responses to MRI 

As a test of a modeling effort (see below), Adair and Berglund (1992) reported the results 
of tests on two normal male subjects who underwent a series of three 20-min MRI scans (1.5T) 
of the trunk at a whole-body SAR of 1.2 W/kg. Each session began with a 30-min equilibration 
to T a = 22 ± 1 °C and successive 20-min scans were separated by a 3 5-min re-equilibration 
period. T es0 ph and several T s k were monitored continuously, as was sweat rate from chest and 
thigh. Judgments of thermal sensation and discomfort were obtained periodically throughout 
each test. For both subjects, T s k of chest and thigh increased 1.1 °C during each scan but T eS oph 
was very stable throughout the 170 minutes of the test session. This stability occurred despite an 
overall rise of about 2.5 °C in T s k and periodic sweating. As the test session progressed, both 
subjects reported increased sensations of warmth that were directly related to the increased T S k. 

5.8 Predictive Models of Human Physiological Response to RF Environments 

5.8.1 Introduction to Thermoregulatory Modeling 

The operating characteristics of the thermoregulatory system appear to be similar to those 
of an automatic control system involving negative feedback. The body temperature of 
endotherms appears to be regulated at a set, or reference, level. Temperature sensors located in 
the skin and various other parts of the body detect temperature perturbations and transmit this 
information to a central integrator or controller that integrates the sensory information, compares 
the integrated signal with the set point, and generates an output command to the effector systems 
for heat production or heat loss. The responses thus mobilized tend to return the body 
temperature back to the set level. 

These hypothetical constructs aid our understanding of thermoregulatory processes and 
let us formulate simulation models that can be used to predict human response to a wide variety 
of thermal stressors. Models have been of many types from verbal descriptions to highly 
sophisticated electrical analogs and mathematical models. Many simulation models have been 
used to predict human responses to RF energy (Fan et al., 1971). Of particular relevance are the 
theoretical models of Mumford (1969) and Guy et al. (1973) that use a heat stress index to 
describe the human response to particular environmental and RF heat loads. A model by Emery 
et al. (1976) used several sweat rates to calculate the thermal response of the body to absorbed 
RF energy. On the other hand, a two-dimensional, combined RF-heat-transfer model (Spiegel et 
al., 1980) predicted rapid localized temperature increments in the thigh of a nude male resting in 
a thermoneutral environment and exposed to 80 MHz at 50 mW/cm 2 . Similar temperature 
increments were calculated for the steady state at power densities as low as 10 mW/cm 2 . If the 
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altered tissue blood flow for temperatures in excess of 40 °C (Cunningham, 1970) could be 
added to this model, these predictions might be modified. 

The modeling of physiological responses becomes important when its purpose is to 
simulate experiments that cannot be performed or to extrapolate variables that are not attainable 
through experiment. The basis of thermophysiological modeling is the energy (heat) balance 
Equation 1. These models incorporate the physical characteristics of the body, the heat 
production and heat loss responses, and all relevant environmental parameters. In such models, 
absorbed RF energy is added to metabolic energy and must be balanced by appropriate heat loss 
responses in order to prevent body heat storage. 

A model by Stolwijk and Hardy, first published in 1966, updated by Stolwijk and Hardy 
(1977), is still used as a basis for predicting the possible thermoregulatory outcomes of RF 
energy deposition in selected parts of the human body. The model was used, for example, to 
simulate the deposition of 100 watts of RF energy into the core compartment of the head for 30 
min in a thermoneutral T a of 30 °C (Stolwijk, 1980, 1983). This simulated exposure caused only 
a small increase in brain temperature because of the high rate of brain blood flow and the 
mobilization of vigorous heat loss through sweating. Because heat loss far exceeded heat 
production plus the RF energy input, all body temperatures were predicted to fall. Attempts by 
others, e.g., Kritikos and Schwan (1975), to improve on this model have had varying degrees of 
success that have been described elsewhere (Adair, 1995). 

5.8.2 Predictions of a Two-Node Model 

A simpler model was adapted to predict the consequences of human exposure to RF 
fields in the MRI environment (Adair & Berglund, 1986). The model has only 2 nodes (core and 
skin) but in most other respects is similar to the Stolwijk and Hardy formulation. It predicts 
physiological heat loss responses in real time in terms of T a , air movement (v), and whole-body 
SAR. Assuming a criterion elevation in deep body temperature (AT C0 ) of 0.6 °C, T a = 20 °C, and 
v = 0.8 m/sec, the model predicts that a 70-kg patient could undergo a MRI scan of indefinite 
duration at SAR < 5 W/kg. Lowering T a or increasing v permits a rise in lower permissible SAR 
for a given AT C0 . Stricter AT C0 criteria result in lower permissible SARs and shorter exposure 
durations. The limiting response is usually the rate of SkBF, although sweating can play a role 
in limiting AT C0 . 

Restrictions on the rate of SkBF, ranging from 0 to 89% of normal, have also been 
studied with this model (Adair & Berglund, 1989). Model predictions showed that restrictions of 
up to 67% of SkBF would yield a tolerable AT C0 (< 1 °C) during MRI scans (SAR < 4 W/kg) of 
40 min or less under normal clinical conditions. Increased T a and RF exacerbate the thermal 
stress imposed by absorbed RF energy, while severely impaired SkBF encourages short MRI 
exposures (20 min or less) at SAR < 3 W/kg. 
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After generating predictions based on many values of each parameter, a nomogram was 
developed based on the fact that, at any given T a , a person can absorb some level (SAR) of RF 
energy indefinitely; i.e., achieve thermal equilibrium with the prevailing conditions. When SAR 
is low, T co will rise initially and then stabilize at an elevated level. If SkBF is impaired, the 
maximal SAR at which thermal equilibrium is attained will be lower. Figure 5-8 shows the 
maximal SAR for equilibrium in two T a (20 and 27 °C) as a function of the impairment in SkBF. 
The solid line defines the limit of the zone of stable T co at T a = 20 °C; the dashed line defines the 
same limit for T a = 27 °C. Thus, raising the T a by 7 °C decreases the maximal SAR for 
equilibrium by ~1 W/kg. If the SAR under consideration exceeds the maximal value for 
thermoequilibrium, a continuous rise in T co can be expected during RF exposure. The model 
predicts that the rate of AT C0 depends on the impairment in SkBF, T a , RH, and the clothing 
insulation (clo) (McCullough et al., 1989). Adair and Berglund (1989) provided explicit 
corrections to the predictions of their model as a function of departure of SkBF, T a , RH, and clo 
from those specified in Figure 5-8. 



Figure 5-8. Predictions of a two-node model showing zones of stable and rising body temperatures in two 
environments during 40-min MRI scans at different SARs when peripheral blood flow is impaired (Adair & 
Berglund, 1989). 


Schaefer (1992) used these predictions to calculate the effect of T a during a 60-min MRI 
scan on the average AT C0 under conditions of 40% impairment of SkBF and clo = 0.2. He 
calculated that a scan at SAR = 4 W/kg would result in a AT C0 of only 1 °C when T a = 19 °C. 
Further, a 1-hr RF exposure at SAR = 1 W/kg, even at T a = 27 °C, should result in no rise in T co . 
These predictions do not conflict with clinical data or with ongoing laboratory studies of human 
volunteers. 

5.8.3 Amplification of the Modeling Process: Incorporation of FD-TD Images 

A variety of human and animal studies confirm that, even when no changes can be 
measured in deep or peripheral body temperatures, thermoregulatory mechanisms are mobilized 
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to dissipate heat generated in body tissues during RF exposure at resonance. A review was 
undertaken to identify the loci of temperature-sensitive neurons (thermosensors) in the 
mammalian body, their operating characteristics, and how they may be selectively stimulated by 
absorbed RF energy. 

Research results (Adair et al., 2003a) indicated that when seated human volunteers 
underwent 45-min whole-body RF exposures at resonance (100 MHz), no change was measured 
in core (esophageal) temperature despite maximal energy penetration at this frequency. Minimal 
temperature changes were recorded in the skin, locus of peripheral thermosensors, yet vigorous 
sweating and increased blood flow were rapidly mobilized. The subjects had no sensation of 
skin warming, even at power densities greatly in excess of current RF safety standards. A 
comparable study at 220 MHz, recently completed, has yielded similar results. We needed to 
identify regions of high local SAR within the central nervous system (CNS) that would coincide 
with the loci of thermosensors specific to thermoregulatory heat loss responses. Finite 
Difference-Time Domain (FD-TD) modeling of a 70-kg seated human adult (Gasjek et al., 2002) 
was then utilized to determine the optimal RF frequency to stimulate warm sensors located in the 
CNS that could initiate these specific heat loss mechanisms. 

Vertical FD-TD images, encompassing head and trunk, were generated at both 
frequencies and compared with anatomical maps of brainstem nuclei and other CNS regions 
known to harbor thermosensitive cells. Mid-sagittal sections of the models showed high rates of 
RF energy absorption [normalized local SAR > 1 (W/kg)/(mW/cm 2 )] in the ventricles of the 
brain, particularly the third ventricle, where the choroid plexus produces cerebrospinal fluid. 
The cerebrospinal fluid bathes the medial preoptic-anterior hypothalamic (PO/AH) nuclei as well 
as the length of the spinal cord, both of which contain concentrations of thermosensors that are 
known to exert control over the body temperature. Large aggregates of these warm sensitive 
cells in multiple layers, firing at rates of -0.25 pps/°C, provide for convergence and enhancement 
of output signals so that minute temperature changes in the fluid (AT = 0.02 °C) can ultimately 
initiate heat loss responses (Adair, 1999). Exploration of regions of high local SAR, at many 
frequencies and for models of different characteristics, is now underway in earnest and will 
greatly aid the understanding of thermophysiological responses measured in humans during RF 
exposures. 

5.9 Data for Heat Response Calculations 

5.9.1 Introduction 

Much is known about the upper limits of human tolerance to hot, humid environments that 
contain no source of RF energy (Givoni & Goldman, 1972; Provins et al., 1962). Knowing what 
the human tolerance time would be for a given SAR would be useful. This section describes 
calculations of the approximate SAR that will produce a critical internal body temperature in a 
standard human exposed for 60 min in a specified hot and humid environment. 

The two physiological mechanisms that deal with heat stress in the human body, 
vasomotor and sudomotor, are each a complex function of many variables. The problem can be 
simplified, however, if we assume that the body is calling upon its maximum thermoregulatory 
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capacity. Under most conditions of severe thermal stress, evaporative cooling is limited by the 
evaporation rate, not the sweating rate since the maximum sweating rate is over 2 L/h. If the 
psychrometric conditions (air temperature, relative humidity, and air velocity), skin temperature, 
and clothing characteristics are known, the heat storage in the body can be calculated by the 
fundamental heat-balance Equation 1. 

Agreement is not complete on the physiological criteria that best describe the limits of 
human thermal tolerance. Several researchers (Craig et al., 1954; Goldman et al., 1965; 
Wyndham et al., 1965) have used a rectal temperature (T re ) of 39.2 °C as a useful criterion for 
setting the upper level of heat-stress tolerance in clinical trials. Others have advocated the use of 
more subjective criteria such as faintness and loss of mental and physical ability (Bell & Walters, 
1969; Bell et al., 1965; Machle & Hatch, 1947). Since quantitative calculations based on such 
subjective criteria are not practical, for the purposes of the following calculations we have 
defined a T re = 39.2 °C as the danger level for man. With this definition, the critical rate of 
heating for a 1-h period is that which will cause a rise in T re of 2.2 °C/h, assuming a normal 
beginning rectal temperature of 37 °C and neglecting any temporal lag in the T re response. 

We utilized data for the change in mean skin temperature (T S k) as a function of time 
collected in an experiment recorded by Ellis (1972), in which a healthy 28-yr-old male exposed 
to a hot, humid environment was judged by observers to have reached his tolerance limit in 61 
min. His final rectal temperature was 39.4 °C. His skin temperature rose bimodally from 36.9 °C 
to 38.4 °C during the first 20 min of exposure, then increased more slowly to 39.3 °C in the next 
41 min because of the onset of sweating. 

If these data for T re and T s k are assumed to be generally true for a man heat stressed to his 
tolerance point in 1 h, we should be able to calculate lesser amounts of heat storage imposed on 
the body by less severe environmental conditions that permit greater rates of evaporative cooling. 
Also, substituting an equivalent amount of heat energy absorbed during exposure to RF for 
metabolic energy seems reasonable. Such an equivalence was demonstrated by Nielsen and 
Nielsen (1965) when they measured identical thermoregulatory responses to exercise and to 
diathermic heating. This assumption would be expected to be valid for RF energy at frequencies 
up to the post-resonance range (perhaps up to about 1 GHz for the average man), but might not 
be valid at higher frequencies where the RF exposure causes primarily surface heating. 
Consequently, the results calculated in the next section are restricted to conditions where the RF 
heating does not occur primarily on the surface. The substituted equivalent RF heat load, 
expressed in watts per kilogram of body mass, is designated the SAR f ,o - the specific absorption 
rate that would produce a rectal temperature of 39.2 °C in the irradiated subject in 60 min. The 
SAR 60 is intended to represent the maximum SAR that a healthy average man can tolerate, with 
regard to thermal conditions alone, for 60 min in a given environment, assuming both that the 
capacity to thermoregulate is normal and that the other criteria for metabolic heat production, 
posture, clothing, and behavior specified below are valid. 

5.9.2 Calculations 

For the following calculations, the required parameters for man and the environment are 
listed in Table 5-6. Standard values obtained from physiology texts (Kerslake, 1972; 
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Mountcastle, 1974; Newburgh, 1949; Ruch & Patton, 1973; Guyton & Hall, 2000) are given for 
the sample calculations. The symbols, units, and conversion factors used in this section conform, 
for the most part, to the uniform standards proposed by Gagge et al. (1969). 

The calculations are based on a modification of the fundamental heat balance Equation 1, 
which neglects the work factor (W), groups together the terms for dry-heat losses (.R + C), and 
incorporates the electromagnetic power absorbed ( P ): 

M+P = (R + Q + E + S (12) 

or 

S = M-(R + C)-E + P (13) 

in which all symbols are as previously defined. The total heat load is given by: 

H = AT rc c p w [kcal] (14) 

where AT re is the change in rectal temperature caused by the heat load H. The evaporation rate is 
given by: 


E = h e A w (P sk - P a ) + 0.0023 M (44 - P a ) [W] . 

The dry heat losses due to radiation and convection can be represented by: 
(R + Q = (hr A r + h c A c )(T sk - T a ) [W] . 


(15) 


(16) 
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Table 5-6. Specification of parameters used in calculating SAR60. 


Parameters for a Standard 

Symbol and Numerical 

Physiological Man 

Mass 

Height 

Surface area 

Value 

w = 70 kg 
h = 1.75 m 

Ad = 1.85 m 2 

Convection, radiation area 

A r = A c = 1.3 m 2 

Wetted area 

Rate of metabolic heat production 
Sitting at rest 

With thermal stress, T re = 37C 

At T re = 39.2 °C 

Average Mover 1-h period 

Critical rectal temperature 

Normal rectal temperature 

Specific heat of body 

A w = 1.7 m 2 

M 

M= 110 Wor 1.57 W/kg 

M= 120 W or 1.71 W/kg 

M= 153 Wor2.18 W/kg 

M= 137 Wor 1.96 W/kg 

T re = 39.2 °C 

T re = 37.0 °C 

C p = 0.83 (kcal/°C ■ kg) 

Psychrometric Conditions 

Wind velocity 

Evaporation coefficient 

Convective coefficient 

Symbol and Numerical 

Value 

v = 1.35 m/s 

h e = 21 W (nr • torr) 
h c = 9.5 W/ (m 2 • °C) 

Radiation coefficient 

h r = 8 W/ (m 2 • °C) 

Ambient temperature range 

Relative humidity 

T a = 30 to 68 °C 
a = 0.8, 0.5, 0.2 

Saturated ambient water-vapor 
pressure 

P wa is given in referenced 
tables in units of torr as a 
function of T a 

Ambient water-vapor pressure 

Pa & ’ Pwa 

Saturated skin-vapor pressure 

P sk is given in referenced 
tables in units of torr as a 
function of T sk 


Combining Equations 13, 15, and 16 and using values from Table 5-6 results 
5 = M-[0.0023 M(44 - P a ) + 36(P sk - P a )] - 23(T sk - T a ) + P [W] . 
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This equation is first solved for the particular psychrometric conditions of interest with 
no RF power absorbed (P = 0). Over a 1-h period, the heat load due to the environment alone is 
given by: 


60 min 

H = | S • dt. (18) 

o 

The solution is -60 kcal when T a = 40 °C and u a = 0.8. By Equation 14, the heat load that 
causes a 2.2 °C rise in T re was 128 kcal for this particular man. 

The power, P, that will cause a 2.2 °C rise in T re in 1 h is the difference between H and 128 kcal: 


The SAR 6 o is simply: 


W 

P = 1.16-(128 - H) = 218 W. 

Kcal / h 


P W 

SAR 60 =-= 3.11-. 

70 kg kg 

By using the SAR curves for an average man, we can plot the incident power density that 
will produce the SARgo for any given frequency and polarization, as shown in Figure 5-9. The 
calculated SAR 60 values plotted on this graph represent the worst possible case for man, which 
is, according to the data for the prolate spheroidal model, E polarization at resonance (70 MHz). 

In Figure 5-9, the intercept of each curve with the horizontal axis indicates the ambient 
conditions (temperature and relative humidity) that will produce a rectal temperature of 39.2 °C 
with no RF irradiation. For example, with a relative humidity of 80% and an ambient 
temperature of 42 °C, the SAR 6 o is zero. This means that under these conditions a rectal 
temperature of 39.2 °C will occur in 1 h with no irradiation. Similarly, the curve shows that if 
the ambient temperature was 41 °C and the relative humidity 80%, the SAR 6 o would be 1.25 
W/kg; under these conditions a rectal temperature of 39.2 °C would be reached in 60 min. The 
other curves in the figure indicate that the same SAR (1.25 W/kg) would occur at 49 °C and 50% 
relative humidity and at 63 °C and 20% relative humidity. From the ordinate on the right, we 
read that at this SAR 60 , the incident power density for E polarization at resonance would be 
5 rnW/cm 2 . 

The incident power densities at other frequencies and/or polarizations can be determined 
by using the dosimetric curves to find what power density produces an SAR of 1.25 W/kg for the 
given frequency and polarization in question. 
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RELATIVE HUMIDITY 



AMBIENT TEMPERATURE (°C) 

Figure 5-9. Calculated SAR 60 values in an average man, unclothed and quiet, irradiated by an 
electromagnetic planewave with E polarization at resonance (about 70 MHz). Dashed horizontal lines 
indicate the psychrometric conditions (in still air) that yield a SAR 60 of 1.25 W/kg and 0.4 W/kg at this 
frequency. 


If the ambient temperature were 41 °C and the relative humidity only 20%, a very high 
SAR would be required to produce a rectal temperature of 39.2 °C in 60 min, a value too high to 
be read from Figure 5-9. This shows that, as expected, in warm environments the relative 
humidity has a great effect on the body‘s ability to dissipate an added thermal burden by 
evaporation. We cannot emphasize strongly enough that the SAR 6 o is only an estimate of the 
upper limit of thermal tolerance for a healthy nude man. Many other factors must be considered, 
not the least of which is the great disparity in thermoregulatory response from individual to 
individual. Figure 5-9 shows the relative independence of the SARgo on the prevailing ambient 
temperature at any given ambient humidity level. Thus, at such moderate SARs, hyperthermic 
levels of body temperature can be expected only if the body is already operating at near-critical 
environmental conditions. Under such hostile conditions, even small increases in metabolic heat 
production, such as very light work, will also initiate an elevation in the body temperature. The 
basis for RF exposure guidelines currently in force (0.4 W/kg) is also indicated on the curves in 
Figure 5-9, under the assumption of a 60-min averaging time. (The 6-min averaging time 
specified in the current guidelines is far too short to achieve a thermal steady-state, such as that 
represented in Figure 5-9.) The reduction in ambient temperature required, at any relative 
humidity, to accommodate an SAR 6 o of 0.4 W/kg is less than can be precisely achieved or 
measured, given present technology; therefore, no temperature or humidity factors should be 
used to adjust 0.4 W/kg RF exposures. 
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A healthy person exposed to the environments represented in the SAR curves would be 
expected to experience considerable thermal discomfort along with the rise in core temperature, 
rise in heart rate, and profuse sweating. All of these responses would increase over time until, at 
about 60 min, the person would be on the verge of collapse and exhibiting the unpleasant but 
reversible symptoms reported in experiments on human heat tolerance. 

Because of the approximations used in the calculations described here and the great 
differences in thermoregulatory response found from person to person, we emphasize that the 
calculated data given in this chapter of the Handbook are intended to serve only as guidelines 
and to give a qualitative indication of anticipated responses. 
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6.1 Introduction 

The term -thermal modeling” as used here refers to mathematical and numerical methods 
which can be employed to describe the relationship between tissue temperature and power 
density or specific absorption rate (SAR). There are two major applications of thermal modeling 
in radio frequency radiation (RFR) dosimetry: 

• Indirect Measurement of SAR. A thermal model may be used to infer SAR 
from temperature measurements in an animal carcass or a phantom. Such models 
can be relatively simple, as it is not necessary to reflect thermal effects of blood 
flow, metabolism, thermoregulation, or other physiological factors. 

• Thermal Dosimetry. Thermal modeling can be useful in the assessment or 
prediction of thermal effects in live animals or humans subjected to a known 
SAR. Such applications may demand more sophisticated models than are needed 
for indirect SAR measurement. This is especially true in cases where the energy 
absorption is highly localized, or when evaluating thermal effects of low-power 
exposures. Those situations may demand models which can provide temperature 
results with a high degree of spatial resolution, or reflect subtle changes in 
thermophysiological state. 

This chapter discusses some principles of thermodynamics and heat transfer which are 
relevant to modeling RF heating in tissues and animals. A numerical approach is described 
which can be applied to predicting tissue temperatures in animals and human subjects. 

6.2 Energy Balance 

The First Law of Thermodynamics states the rate at which the energy E of a system 
changes is the sum of the rates of work ( W ) and heat transfer ( Q ), 
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( 1 ) 


dE_ 

dt 


Ie,+XA 


Note the summations, as there may be multiple, simultaneous heat transfer and work 
terms for a given system. 

For solids and liquids which do not experience a significant change in volume, the 
change in energy of a stationary system is proportional to the change in the average temperature, 

T: 


dE = mC ■ dT 


( 2 ) 


where in is the mass of the system, C is the specific heat of the material (units of energy per 
temperature, per mass; e.g., kJX' 1 kg' 1 ). Equation (1) then can be written as follows: 



( 3 ) 


The heat transfer and work rates represent the various energy transfers in and out of the 
system. These include surface heat loss/gain, in addition to energy sources/sinks within the 
system. As illustrated in Figure 6-1, those terms may include any or all of the following: 


• metabolism 

• muscle contraction/extension 

• absorption of electromagnetic energy 

• heat conduction through tissue 

• heat convection (also known as —dvection”) associated with fluid flow through 
tissues (blood, lymph) 

• convection heat transfer (surface) 

• radiation heat transfer (surface) 

• evaporation (surface) 


The first three terms (metabolism, muscle contraction/extension, absorption of 
electromagnetic (EM) energy) are often referred to as energy -sources” in the tissue. 
Thermodynamically, these are considered work terms in the energy balance equation (Equation 
3). That distinction is of little practical importance however. The sum of all the work (or 
source) and heat transfer terms is simply the net energy gained (or lost) by the system. 
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Figure 6-1. An arbitrary volume of tissue may have energy sources which include mechanical work, 
metabolism, and electromagnetic work (SAR). Heat transfer within the tissue space primarily is through 
blood flow (convection) and conduction. Heat transfer between tissue and the surroundings occurs via 
convection (air movement), evaporation and radiation. 


6.2.1 Lumped Thermal Models 

The termed -tamped model” (also called -tamped capacitance analysis”) refers to an 
analytical approach in which local, spatial variations in temperature are neglected. This greatly 
simplifies the analysis, as it eliminates the need to calculate or measure temperatures throughout 
the tissue volume. A time-varying spatially-averaged temperature T(t) describes the temperature 
throughout the sample. 

In RF dosimetry, lumped models commonly are employed to estimate the SAR from 
temperature measurements over time in dead animals, phantoms and tissue-equivalent materials. 
The use of a lumped model is justified when the volume of tissue (or tissue-equivalent material) 
is small, and when the SAR is high relative to the rate of heat loss from the surface. 

In situations in which the SAR is quite high, the heat transfer and work terms (excluding 
the SAR) may be negligible. In those cases the rate of energy storage is approximately equal to 
the SAR. For a homogeneous sample, the rate of average temperature increase therefore is a 
linear function of the average SAR: 
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( 4 ) 


dT _ SAR 
dt C 

This provides a convenient method for estimating the average SAR by measuring the rate 
of temperature increase. Consider a tissue in which C = 3.5xl0 3 J • kg' 1 • °C‘' (skeletal muscle, 
e.g. see Table 6-1). A temperature increase of 1.0 °C per min. (1.67xl0“ 2 °C-s' 1 ) implies an 
SAR of (3.5xlO 3 J-kg^C^x^^xKr 2 °C-s‘ 1 ) = 58 W-kg' 1 . 


Note the rate of temperature increase - for a given SAR - is inversely proportional to the 
specific heat of the tissue or material. The temperature of fat, for instance 
(C = 2.3xl0 3 J-kg' 1 -°C) increases at a rate which is 1.5 times that of muscle for a given SAR 
value. Thus a temperature increase of 1.0 °C per min. in fat indicates an SAR of 38 W-kg' 1 . 

The relationship described by Equation 4 is valid only for relatively high, short-duration 
exposures in which there is little heat exchange with surrounding tissues or the environment, and 
in which metabolism and blood flow are not thermally significant. The average temperature of 
the sample will increase continuously - although at a decreasing rate - until a steady-state 
temperature is reached. 

In exposures of dead animals, a steady-state temperature will be reached when the rate of 
heat transfer to the surroundings equals mass m x SAR. This may not be until the temperature 
has reached several degrees above the ambient temperature. The SAR often can be determined - 
with reasonable accuracy - through measurement of the rate of temperature increase during 
exposure of a dead animal. 

While dead animals commonly are used for RF dosimetry, investigation of potential 
thermal effects of RF may require determining temperatures in live animal or human subjects. In 
those cases the rate of temperature increase in a tissue or organ reflects the thermal effects of 
blood flow and metabolism, as well as heat transfer to the surrounding tissue or environment. In 
homeotherms, thermoregulation (either autonomic or behavioral) also may alter the temperature 
response to RF heating very significantly. 

For in vivo experiments, the steady-state temperature is a function of blood flow to the 
tissue and the rate of heat transfer to surrounding tissues or the environment. Metabolism is 
rarely a major factor in the tissue temperature response to RF exposure, even for tissues and 
organs which have high metabolic rates (e.g., liver, brain). Liver, for instance has a metabolic 
rate of approximately 20 W-kg" 1 (Table 6-1). Note however that organs with high metabolic 
rates generally have high rates of blood flow (oxygen demand is proportional to metabolic rate), 
which serves to maintain a normothermic temperature in the tissue. Thus, the rate of temperature 
increase still may be approximately linear with SAR, at least for short-term exposures, even in 
tissues and organs with high metabolic rates. 
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Blood flow can affect significantly the tissue temperature response to RF exposure, 
however. Unlike metabolism, the thermal effect of blood flow is a strong function of tissue 
temperature. (The metabolic rate is a weak function of temperature.) The rate of tissue - blood 
heat exchange is proportional to the temperature difference between the arterial blood and the 
tissue. As the tissue temperature increases therefore, so does the rate of heat removal by the 
blood. In tissues with high rates of blood perfusion (liver, brain), the initial rate of temperature 
increase still may be approximately proportional to the SAR. The temperature increase is 
effectively -e-lamped;” however, it will approach a steady-state, or equilibrium tissue 
temperature at which the SAR equals the rate of heat transfer to the blood. Neglecting 
metabolism and heat transfer to the surroundings, the equilibrium temperature T eq can be 

estimated according to Equation 5: 


(T -T) = 

V eq a' 


p t ■ SAR 

f K c i, 


( 5 ) 


where T a is the (deep arterial) blood temperature, p t is the mass density of the tissue, m b is the 
mass flow-rate of blood per unit tissue volume, and C b is the specific heat of blood 

(3.6x 10 3 J• kg" 1 • °C _1 ). Typical values for the blood flow rate and mass density are provided in 
Table 6-1 for a variety of tissues. 

Again using liver as an example, the initial rate of temperature increase for 
SAR.= 10 W-kg' 1 , as predicted by Equation 4 is 2.8 xlO -3 °C-s 4 
^10 W-kg _1 )/(3600 J-kg' 1 •°C" 1 )J, or 0.17 °C-min" 1 . The temperature will increase at that 

rate initially, but will asymptotically approach a steady-state temperature approximately 1.4 °C 
above the arterial temperature (T —T a = 1.4°C), according to Equation 5. 

This tissue heating analysis is appropriate for high-power, short duration exposures of 
homogeneous tissue. As it neglects heat transfer to surrounding tissues and to the environment, a 
temperature increase calculated according to Equation 5 can be considered an upper limit for 
most exposure scenarios. 
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Table 6-1. Estimated thermal properties of various human tissues and fluids. 


Tissue 

Mass density 
kgm ' 3 

Spec. Heat 
J-kg' 1 -°C ' 1 

Thermal 

Cond. 

W-m' 1 i °C ' 1 

Blood flow 

L-s m 

Metabolism 

W-kg " 1 

Bile(approx props) 

1.01E+03 

3.99E+03 

5.76E-01 

N/A 

0.00E+00 

Bladder 

1.04E+03 

3.31 E+03 

4.26E-01 

1.46E+00 

6.70E-01 

Blood (whole) 

1.06E+03 

3.60E+03 

4.88E-01 

N/A 

0.00E+00 

Blood vessel(a) 

1.00E+03 

4.00E+03 

5.00E-01 

6.67E-01 

0.00E+00 

Body fluid(a) 

1.00E+03 

4.00E+03 

5.00E-01 

0.00E+00 

0.00E+00 

Bone(cancellous) 

1.99E+03 

1.59E+03 

3.00E-01 

0.00E+00 

0.00E+00 

Bone(cortical) 

1.99E+03 

1.59E+03 

3.00E-01 

0.00E+00 

3.07E-01 

Bone(marrow) 

1.00E+03 

1.59E+03 

3.00E-01 

0.00E+00 

7.00E-01 

Cartilage 

1.10E+03 

2.30E+03 

2.20E-01 

0.00E+00 

1.41E+00 

Cerebellum 

1.04E+03 

3.50E+03 

4.90E-01 

9.76E+00 

1.08E+01 

Cerebral spinal fluid 

1.01E+03 

4.20E+03 

6.20E-01 

0.00E+00 

0.00E+00 

Eye (aqueous humor) 

1.00E+03 

4.00E+03 

5.78E-01 

0.00E+00 

0.00E+00 

Eye (retina) 

1.04E+03 

3.68E+03 

5.65E-01 

9.14E+00 

6.60E+00 

Eye (sclera) 

1.01E+03 

3.90E+03 

5.00E-01 

0.00E+00 

0.00E+00 

Eye(cornea) 

1.08E+03 

4.18E+03 

5.80E-01 

0.00E+00 

0.00E+00 

Eye(lens) 

1.08E+03 

3.90E+03 

5.00E-01 

0.00E+00 

0.00E+00 

Fat 

9.16E+02 

2.30E+03 

2.04E-01 

3.60E-03 

3.28E-01 

Gall bladder 

1.03E+03 

3.50E+03 

4.70E-01 

2.37E+00 

1.55E+00 

Glands 

1.05E+03 

3.60E+03 

5.30E-01 

9.45E+00 

0.00E+00 

Gray matter 

1.04E+03 

3.68E+03 

4.90E-01 

9.75E+00 

1.08E+01 

Heart 

1.06E+03 

3.72E+03 

5.87E-01 

7.84E+00 

9.10E+00 

Hypothalamus 

1.04E+03 

3.68E+03 

4.90E-01 

9.75E+00 

1.08E+01 

Intestine (large) 

1.04E+03 

3.64E+03 

5.43E-01 

4.48E+00 

4.50E-01 

Intestine (small) 

1.04E+03 

3.70E+03 

5.60E-01 

4.50E+00 

4.50E-01 

Kidney 

1.05E+03 

3.89E+03 

5.39E-01 

1.95E+01 

4.10E+00 

Ligaments 

1.22E+03 

3.04E+03 

5.34E-01 

0.00E+00 

0.00E+00 

Liver 

1.05E+03 

3.60E+03 

4.97E-01 

1.95E+01 

2.02E+01 

Lung (inner) 

5.50E+02 

3.72E+03 

5.18E-01 

3.01E+01 

1.60E+00 

Lymph 

1.03E+03 

3.97E+03 

5.92E-01 

0.00E+00 

0.00E+00 

Mucous membrane 

1.04E+03 

3.97E+03 

5.16E-01 

0.00E+00 

0.00E+00 

Muscle 

1.04E+03 

3.50E+03 

4.20E-01 

5.16E-01 

6.30E-01 

Nails 

1.30E+03 

1.89E+03 

9.90E-02 

0.00E+00 

0.00E+00 

Nerve (spine) 

1.04E+03 

3.50E+03 

6.00E-01 

3.43E+00 

1.08E+01 

Pancreas 

1.05E+03 

3.50E+03 

3.45E-01 

1.05E+01 

4.10E+00 

Rectum 

1.04E+03 

3.64E+03 

5.43E-01 

4.48E+00 

4.50E-01 

Skin/abdomen 

1.00E+03 

3.72E+03 

4.70E-01 

1.44E+00 

3.39E-01 

Skin/arms 

1.00E+03 

3.72E+03 

4.70E-01 

1.40E+00 

3.39E-01 

Skin/face 

1.00E+03 

3.72E+03 

4.70E-01 

1.17E+01 

3.39E-01 
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Tissue 

Mass density 
kgm ' 3 

Spec. Heat 
J-kg" 1 * -°C ' 1 

Thermal 

Cond. 

W-m" 1 -°C " 1 

Blood flow 
L-s m 

Metabolism 

W-kg " 1 

Skin/feet 

1.00E+03 

3.72E+03 

4.70E-01 

2.05E+00 

3.39E-01 

Skin/hands 

1.00E+03 

3.72E+03 

4.70E-01 

3.35E+00 

3.39E-01 

Skin/head 

1.00E+03 

3.72E+03 

4.70E-01 

7.15E+00 

3.39E-01 

Skin/legs 

1.00E+03 

3.72E+03 

4.70E-01 

1.19E+00 

3.39E-01 

Skin/neck 

1.00E+03 

3.72E+03 

4.70E-01 

2.91 E+00 

3.39E-01 

Skin/shoulders 

1.00E+03 

3.72E+03 

4.70E-01 

1.01E+00 

3.39E-01 

Skin/thorax 

1.00E+03 

3.72E+03 

4.70E-01 

1.08E+00 

3.39E-01 

Spleen 

1.05E+03 

3.72E+03 

5.45E-01 

1.58E+01 

4.10E+00 

Stomach 

1.05E+03 

3.60E+03 

5.30E-01 

4.53E+00 

4.10E+00 

Testicles 

1.04E+03 

3.80E+03 

5.30E-01 

1.46E+00 

2.30E-01 

Tooth 

2.17E+03 

1.17E+03 

4.50E-01 

0.00E+00 

7.00E-01 

White matter 

1.04E+03 

3.60E+03 

4.90E-01 

9.79E+00 

1.08E+01 


6.3 Multi-Dimensional Analysis 

Often, analysis of the thermal effect of RF exposure requires determination of the spatial 
distribution of the temperature, as well as the temperature change over time. For example, if the 
SAR is spatially non-uniform, it may be important to determine the temperature increase in 
regions of high SAR. Alternatively, there may be tissues or organs that are particularly 
susceptible to thermal effects or damage. In such cases, a lumped analysis approach will not 
provide the appropriate information. While a lumped model can be used to estimate SAR in a 
tissue sample or a small animal carcass, its applicability is limited. It is not very useful in 
modeling thermal effects in living animals, or in cases where the SAR is highly non-uniform. 

If the objective is the prediction or evaluation of thermal effects from low to moderate 
SAR (local or whole-body) in a live animal or human, the analysis can be complicated by heat 
transfer effects (both internal and surface), metabolism, muscle work, blood flow, and tissue 
heterogeneity. In homeotherms, it may also demand consideration of thermoregulatory feedback 
and mechanisms. This requires a more detailed thermal model which combines some 
fundamental principles of heat transfer and physiology. 

6.3.1 Bio-Heat Transfer Fundamentals 

Within a tissue volume, energy is transported by (i) heat conduction through tissue, and (ii) 
movement of blood and other fluids (convection 1 ). 


1 The term -advection” is sometimes used to refer to transport by bulk fluid motion, as with blood flow. 
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6.3.1.1 Conduction 


Heat conduction is described by Fourier‘s Law of Conduction, which states the rate of 
conduction heat transfer per unit area is proportional to, and in the opposite direction of, the 
temperature gradient: 




( 6 ) 


where k represents the thermal conductivity of the tissue and VTis the temperature gradient 
vector. (See Appendix for the definition of the temperature gradient and the del operator V). 
The double-prime (e.g. —q" ”) denotes a rate of heat transfer per unit area (W • m' 2 , for instance). 
Thermal conductivity has units of energy per unit time, and per unit length and temperature 
(W m' l o C‘ 1 ). Thermal conductivity values for most biological tissues are in the range of 0.1 to 
1.0 W’m' 1 ’°C' 1 . Nominal values of thermal conductivity for various human tissues are provided 
in Table 6-1. 

Note the temperature dimension in the thermal conductivity represents a temperature 
difference (or gradient); hence the thermal conductivity can be expressed in terms of absolute 
temperature (kelvins (K)) or °C without conversion. In other words, 1 W-nT 1 -“C" 1 = 
1 Wm^K 1 . 


Equation 6 assumes the material is isotropic; i.e., it conducts heat as easily in one 
direction as in another. Some tissues are anisotropic; skeletal muscle, for instance, has a distinct 
fiber orientation and might be expected to exhibit some degree of thermal anisotropy. 
Measurements in meat samples (Hill et al., 1967) indicate thermal conductivities of bovine and 
porcine skeletal muscle vary slightly, depending on whether the measurement is made parallel to, 
or normal to the direction of fiber orientation. The difference is less than 10% however, and 
probably is not significant, given other inherent uncertainties in applying ex vivo measurements 
to in vivo problems. In most other tissues the degree of anisotropy is so small that it can be 
extremely difficult to measure (Bowman et al., 1975) and will not affect calculations 
significantly. 


If a tissue can be treated as an isotropic medium with no metabolism and no blood flow, 
the temperature distribution over space and time can be described as follows: 


vrpvr^pcf. 


( 7 ) 


If the tissue is homogeneous, and the thermal conductivity does not vary with 
temperature, then Equation 7 can be written 


V 2 T(x,t) 


1 dT(x,Q 
a 8t 


( 8 ) 
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^ _2 2 

where thermal diffusivity, a =- has units of L-t (e.g., m-s' ) and describes the dynamic 

pC 

temperature response to a change in thermal environment. Note the temperature T (x,t) is written 
explicitly as a function of spatial location and time. 

In general, the thermal conductivity and other properties are temperature-dependent. 
Fortunately, most bioheat transfer problems involve relatively small temperature differences 

(<10°C) such that the temperature dependencies of thermal properties do not affect 
calculations significantly. 

6.3.1.2 Blood Flow (Convection) 

One difficulty in developing thermal models of tissue is that of describing the role of blood 
flow in determining tissue temperature. This is because a physiologically accurate description 
would require knowing the temperature of the blood at every point in the vascular system, as 
well as complete, detailed knowledge of the vascular anatomy. Since arterial blood is 
exchanging heat with the surrounding tissues (including venous blood) throughout the system, 
the arterial blood temperature varies throughout the circulatory system. This implies it would be 
necessary to know the path taken by each differential volume of blood in the circulatory system, 
and determine its temperature history in order to fully describe how the blood heats or cools a 
volume of tissue. For most situations and applications, that approach is not practical. 

An alternative approach is to treat the blood as local heat source (or sink), in which the 
heat transfer to (from) the tissue is proportional to the rate of blood flow to the tissue and the 
temperature difference between the blood and the tissue. This is the basis for the Bio-Heat 
Transfer Equation (BHTE), first proposed by Pennes (1948): 

V 2 T(x, t) + p-^ + ^ co\T a -T(x, 0] = — (9) 

K K (X UT 

where co is the blood flow per unit tissue volume and T a -T(x,t) represents the temperature 
difference between arterial blood and the tissue. In Equation 9, q m is the local metabolic rate per 
unit mass, k is the thermal conductivity, p and p bl are the mass densities of the local tissue and 
blood respectively, C bl is the specific heat of blood, and co is the rate of blood flow per unit 
volume of tissue. 

The arterial blood temperature T a in the BHTE is -deep arterial” temperature, or the 

mixed blood pool temperature. As the deep arterial temperature cannot be measured directly, the 
esophogeal temperature is considered a good estimate in humans. The colonic temperature may 
be used as a surrogate of deep arterial temperature in laboratory animals. 
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A premise of the BHTE is that heat transfer between the blood and the tissues is confined 
to the capillary bed. That justifies treating the blood as a local, volumetric source/sink which is 
at the deep arterial temperature and is proportional to the local blood perfusion rate. 

In reality, most of the heat transfer between a volume of blood and the body occurs 
before the blood reaches the capillary bed. While the blood temperature changes only slightly in 
the larger vessels (diameter approximately 0.6 mm and larger), it approaches thermal equilibrium 
with surrounding tissues by the time the blood reaches the arterioles (diameter approximately 
0.02 mm) (Chen, 1985). This suggests there is very little heat exchange between capillary blood 
and the surrounding tissues, and contradicts a premise of the Pennes BHTE. The Pennes model 
is still useful as a model for blood-tissue heat exchange, however. It simply means the user must 
be mindful of the inherent limitations of the Pennes BHTE, especially when attempting to apply 
it in situations involving very small spatial scales, or where there may be significant counter- 
current heat exchange between arterio-venous paired vessels (Wissler, 1998). 

Note that Equation 9 does not include any electromagnetic work term. If the SAR work 
term is added to the BHTE, the tissue energy balance becomes 


V 2 T(x,0 + p- —+ 

k 


PbjCbj 

k 


co\T a -T(x,t)\ + p- 


SAR 

k 


1 dT(x,t ) 
a dt 


( 10 ) 


Equation 10 is the governing equation used to describe tissue temperature during RFR 
exposures. When applying Equation 10 in skeletal muscle or myocardium, however, it may be 
necessary to add a term to represent the energy input due to the work of contraction/extension. 

6.3.2 Surface Heat Transfer 

The BHTE (Equation 10) describes the energy balance within the tissue space. 
Determining the tissue temperature, however, also requires knowledge of the heat loss/gain 
occurring at the surface. The principal mechanisms of surface heat transfer are convection, 
thermal radiation, and evaporation. 

6.3.2.1 Convection 


The rate of convective heat transfer from the skin (or clothing) surface to the air is 
described by a simple linear equation (Newton‘s Law of Cooling): 


<l'conv= h c( T s-Tair) 


( 11 ) 


where q" conv is the heat transfer rate per unit surface area and h c is an empirically-determined 
convection coefficient, sometimes called the film coefficient. 

The fundamental task in modeling convection heat transfer is estimating the value of the 
film coefficient h c . The film coefficient may reflect contributions both from forced convection 
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and free convection (the latter is also known as —mtural convection”). Free or natural convection 
refers to fluid movement which is driven by temperature differences. Very simply, warm air 
rises, since it less dense than cold air. Forced convection is simply convection that is not free. 

The local convection coefficient h c , reflecting mixed convection conditions (combination 
of forced and natural convection), can be calculated for the human body from the following 
equation: 


h = 




-| 0.5 


+arv+a . 

frc mix 


( 12 ) 


where T s and T air are the surface and air temperatures and v is the ambient air velocity. The 
values of the coefficients a nat , a fn and a mix are empirically-determined and will vary by body 
region. Appropriate values for the coefficients may be found in Fiala et al. (1999). 

6.3.2.2 Thermal Radiation 

Radiation heat transfer is the transfer of energy between surfaces via the emission and 
absorption of electromagnetic energy. Although this definition would seem to include RFR 
heating, thermal radiation refers to emission and absorption at wavelengths approximately in the 
range 0.1 /m \.-100 //m, which includes the ultraviolet, visible, and infrared portions of the 
spectrum (Mills, 1992). The rate of thermal radiation heat transfer to or from a surface is simply 
the net of the rates of energy absorption and emission. The rate of energy emission by a surface 
is a function of the surface temperature. At the short wavelengths relevant to thermal radiation, 
there is effectively no energy penetration and absorption is modeled purely as a surface 
phenomenon. 

Modeling radiation heat transfer between surfaces can be an extremely challenging task, 
especially in situations where there are several surfaces at different temperatures and/or 
complicated geometries. The analysis can be simplified in some situations in which there is no 
significant radiation exchange between body parts (such as might occur, e.g., between medial 
surfaces of the legs) and if the surroundings are at a single temperature. In such cases the 
radiation heat transfer rate q md from the skin surface to the surroundings, per unit skin surface 

area, can be described by the following equation, which is derived from the Stefan-Boltzmann 
Law: 


(13) 

where cr is the Stefan-Boltzmann constant (a = 5.6697xlO -8 W-m' 2 K 4 ) and s is the surface 
emissivity - a dimensionless property which has values in the range 0 - 1. Note the surface and 
surroundings temperatures T s and T surr are expressed in kelvins (units of absolute temperature). 
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The surface emissivity of human skin is approximately 0.95 for both men and women 
(Togawa, 1989) and is independent of pigmentation (Mitchell et al., 1967). Assuming a value of 
1.0 is generally appropriate (Yang, 1989). 

Note in Equation 13 that the rate of radiation heat transfer is a function of the fourth 
power of surface temperature and the temperature surroundings. Such nonlinearities can cause 
very significant problems when attempting to calculate skin temperatures in a bio-heat transfer 
model. It is helpful to linearize the model where possible, such that the heat transfer rate is a 
function of the first power of temperature (or temperature difference). In situations where the 
temperatures T s and T surr are -elose” (which is true for most situations of interest here), an 

approximate linear equation can be derived from Equation 13 by factoring the fourth-order 
temperature difference. This allows radiation heat transfer to be described - at least 
approximately - by a simple linear equation: 

q" rad *hXT s -T surr ) (14) 

where the radiation heat transfer coefficient h r =sa(T sk + T surr )\T 2 k +T s 2 urr j. Again, note 

temperatures are expressed in kelvins (K). For a skin surface temperature of 33 °C (306 K) and 
surroundings at 20 °C for example, and assuming an emissivity value of unity, this yields a 
radiation heat transfer coefficient h r = 6.1 W• m 2 ■ °C' 1 and a radiation heat loss rate of 

79 W • m' 2 . This likely is a slightly higher rate of heat loss than would obtain under these 
conditions; typical radiation heat transfer coefficients are in the range 3.8 - 5.1 W-m' 2 -“C" 1 for 
environmental temperatures 0 °C < T surr < 50 °C (Datta, 2002). Shitzer and Eberhart (1985) 
suggest a radiation coefficient calculated according to 

/z r =3.5{l + 0.0055(f i+ 7_)]. (15) 

The net radiation heat transfer for the body generally will be less than that calculated 
from integrating the rate per unit area (obtained from Equation 14) over the body surface, as 
some regions are -shaded” and will not radiate to the surroundings. For instance, the medial 
surfaces of the arms and legs do not view the surroundings fully; hence they will have very 
limited radiation heat transfer rates. The effective whole-body radiation area can be estimated 
using a correction factor /’, such that the total, net radiation heat transfer rate q rad between the 
subject and the surroundings can be estimated according to Equation 16: 

i, ( 16 ) 

where A s is the total surface area. For humans (male or female), the estimated correction factor 
is f r = 0.696 for a seated subject and f r = 0.725 for standing (Fanger, 1970). The body surface 
area A s is the DuBois area, 
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( 17 ) 


A s = 0.202 • m 0A25 h 0J25 

where Mis the subjects body mass (kg), and H is the standing height (m). Equation 17 thus 
provides an estimate of body surface area of an adult human, in m 2 . 

6.3.2.3 Evaporation 

Evaporative heat transfer is often referred to as latent heat loss, to distinguish it from the 
sensible heat transfer associated with a change in temperature. In humans and - to a lesser extent 
- some non-human primates, evaporation of sweat can produce very high rates of surface heat 
loss. 


The rate of heat loss is proportional to the rate of moisture evaporation from a surface, 
q evap = m evap X k where m is the mass rate of evaporation and X fg is the heat of vaporization 

( A /g = 2.430xlO 3 J g" 1 at 30 °C). The mass rate of evaporation is a function of the amount of 

moisture on the skin surface and on the ambient humidity (vapor pressure). The rate can be 
affected by sweat secretion, transpiration through skin, the permeability or wicking of clothing, 
and environmental conditions. 

Surface evaporative heat loss from the skin E s is proportional to the difference between 
the saturation pressure P satsk at the skin surface temperature, and the ambient vapor pressure 

Pv,amb • 


E s —W U ed ( P sat ^ s k P v ,amb ) ( 18 ) 

where w is a dimensionless skin wettedness factor, ranging from w = 0.06 (no sweating; 
transpiration only) to w = 1.0 (skin is fully wetted). The quantity U* cl is a conductance term 
which represents the moisture permeability of clothing. The skin wettedness reflects the rate of 
sweat secretion per unit surface area m sw , relative to the rate of evaporation from the skin 
surface: 


w- 


■ 0-06 + 0.94-(<4)■ [I/, - ,, (P„„ t -P ^ b )]"'. 


(19) 


In the absence of active sweat secretion ( rh sw = 0), moisture is still lost from the skin 

surface via transpiration. Additional latent heat transfer occurs from the respiratory tract, as 
described in Section 6.3.2.5. 

6.3.2.4 Clothing Insulation 

The insulating value of a garment or clothing ensemble is described in terms of a whole- 
body thermal resistance per unit surface area R cl (units Km 2 - W' 1 ). Sometimes the insulation (7) 
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value is expressed in clo units (1 clo = 0.155 K m 2 • W' 1 ), where 1 clo is the nominal insulation 
value of a typical business suit. A pair of shorts has an insulation value of 0.1 clo, while a polar 
weather suit may have a value as high as 4 clo (Fanger, 1970). 

For a subject with surface area A s , the rate of sensible heat transfer q T is proportional to 
the difference between area-weighted mean skin temperature T s and the ambient operative 
temperature T 0 : 


q T — 


k,-r„)4 

D , R a 

K d + -y 
Jcl 


( 20 ) 


The quantities R cl and R a represent the whole-body thermal resistance of the garment 
and of the air layer surrounding the manikin, respectively. The area factor f cl . describes the 
relative increase in surface of the garment, compared with the exposed skin. The operative 
temperature T {) is the average of the radiative surface temperature of the surroundings and the 
ambient air temperature, weighted by their respective heat transfer coefficients (ASHRAE, 2001). 

The whole-body resistance or insulation (clo value) may not provide sufficient detail for 
predicting local surface temperatures or heat loss. Since it represents the whole-body effect, 
there is no difference between wearing a hat, or a pair of socks with the same clo value. A more 
useful value is the local resistance, which states the thermal resistance value in terms of power 
per unit body surface area which is covered by the article of clothing. This localized resistance 
represents the actual resistance of the garment as it affects the portion of the body that it covers - 
not as it affects the entire body. 

The localized garment resistance describes the incremental effect on heat loss associated 
with wearing a given article of clothing, denoted here by the subscript j, applied over the portion 
of the body covered by garment j. The heat loss from the clothed portion of body q cl . can be 

expressed in terms of the localized garment resistance R * cl ., the localized resistance of the air 

layer R* aj , and the surface areas of the garment-covered sk in (A .) and the garment ( A cl j ). 

[Note the asterisk (*) superscript denotes a localized value.] That relationship is stated by 
Equation 21: 


c lc,i =■ 




R „,, 


clj 

^ s ’j J 


+ R 


“,.i 


( 21 ) 


where T . is the area-weighted, mean surface temperature of the skin that is covered by garment 

j- 
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Localized and whole-body insulation (clo) values for 106 different garments are given a 
Table 6-2. The localized values were calculated from the whole-body values, as determined by 
McCullough et al. (1985). The clo values can be converted easily to resistance ( R or R*) values 

using the factor 1 clo = 0.155 Km 2 • W' 1 . 

6.3.2.5 Respiration 

Heat transfer in the respiratory tract consists of latent (E rsp ) and sensible (C rsp ) terms, both 
of which are proportional to the minute respiratory volume; hence they scale with total metabolic 
energy production rate q m . 

The respiratory evaporative heat transfer rate E rsp is a function of the difference in 
moisture content between expired and inspired air, as described by Fanger (1970): 

£,,, = 3.47 • (0.029 - 4.95 • 1<T 3 P vamb ) (22) 

where P v , am b is the ambient water vapor pressure (kPa). 

The sensible respiratory heat transfer rate C rsp is associated with the temperature change 
between the inspired and expired air and associated water vapor 

C„ = .0014^ m [(32.6 + 0.066 ■ T smT +0.203(23) 
where T surrr is the ambient temperature (°C). 

Of the two respiratory heat transfer terms, the evaporative rate E rsp typically is much 
larger than the sensible rate C rsp . Under extremely dry conditions, E rsp may approach 10% of the 
whole-body metabolic rate. This compares with approximately 1% of metabolic rate for C rsp at 
an ambient temperature of 28 °C (less at higher ambient temperatures). Note that under ambient 
temperatures which exceed core temperature, sensible heat transfer may represent a small heat 
load on the body (C rsp < 0). The latent heat term is almost always a heat loss from the body 
however, except in rare cases where a subject is inhaling very hot, saturated air. 
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Table 6-2. Whole-body and local insulation and area factor values for various garments. 


Garment 

Number,./ 

Garment Description and Fabric Type 

U/ - c/o 

Cj.do 

* 

' cl,j 

1 

Shirts 

Long-sleeve, bow at neck (broadcloth) 

0.33 

0.79 

1.25 

2 

Long-sleeve, shirt collar (broadcloth) 

0.33 

0.80 

1.24 

3 

Long-sleeve, shirt collar (flannel) 

0.42 

1.22 

1.24 

4 

Short-sleeve, shirt collar (broadcloth) 

0.25 

0.75 

1.23 

5 

Short-sleeve, sport shirt (double knit) 

0.18 

0.64 

1.05 

6 

3/4 length sleeve, boat neck* (broadcloth) 

0.34 

1.07 

1.24 

7 

Cap sleeve, boat neck* (broadcloth) 

0.27 

1.22 

1.25 

8 

Sleeveless, scoop neck (broadcloth) 

0.18 

0.83 

1.27 

9 

Tube top (double knit) 

0.07 

1.20 

1.08 

10 

Long-sleeve, sweat shirt (fleece-backed knit) 

0.38 

1.62 

1.13 

11 

Sweaters 

Long-sleeve, V-neck (thin knit) 

0.28 

0.97 

1.09 

12 

Long-sleeve, V-neck cardigan (thin knit) 

0.26 

1.12 

1.10 

13 

Short-sleeve, V-neck (thin knit) 

0.23 

1.12 

1.11 

14 

Short-sleeve, V-neck cardigan (thin knit) 

0.20 

1.20 

1.13 

15 

Sleeveless, V-neck (thin knit) 

0.15 

0.85 

1.11 

16 

Long-sleeve, round neck (thick knit) 

0.40 

1.83 

1.13 

17 

Long-sleeve, round neck cardigan (thick knit) 

0.35 

2.13 

1.15 

18 

Sleeveless, round neck (thick knit) 

0.25 

2.55 

1.14 

19 

Long-sleeve, turtleneck (thin knit) 

0.29 

0.91 

1.11 

20 

Long-sleeve, turtleneck (thick knit) 

0.41 

1.69 

1.13 

21 

Suit Jackets and Vests (lined) 

Single-breasted suit jacket (denim) 

0.44 

1.40 

1.24 

22 

Single-breasted suit jacket (tweed) 

0.52 

2.04 

1.24 

23 

Double-breasted suit jacket (denim) 

0.50 

1.86 

1.26 

24 

Double-breasted suit jacket (tweed) 

0.56 

2.49 

1.26 

25 

Work jacket (duck) 

0.51 

1.32 

1.38 

26 

Vest (denim) 

0.13 

1.04 

1.24 

27 

Vest (tweed) 

0.20 

5.15 

1.24 

28 

Trousers and Coveralls 

Straight, long, fitted (denim) 

0.21 

0.53 

1.20 

29 

Straight, long, fitted (tweed) 

0.30 

0.93 

1.20 

30 

Straight, long, loose (denim) 

0.32 

0.83 

1.44 

31 

Straight, long, loose (tweed) 

0.40 

1.27 

1.44 

32 

Walking shorts (denim) 

0.12 

0.58 

1.24 

33 

Walking shorts (tweed) 

0.21 

2.11 

1.24 

34 

Short shorts (denim) 

0.09 

0.65 

1.28 

35 

Sweat pants (fleece-backed knit) 

0.34 

1.25 

1.23 


Trousers and Coveralls (cont) 
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Garment 
Number, j 

Garment Description and Fabric Type 

hij’ c/ ° 

Cj.do 

r 

' cl, j 

36 

Work pants (duck) 

0.36 

1.00 

1.46 

37 

Overalls (denim) 

0.41 

0.92 

1.33 

38 

Coveralls (gabardine) 

0.61 

0.80 

1.26 

39 

Insulated coveralls (multi-component) 

1.09 

1.63 

1.28 


Skirts 




40 

A-line, ankle length (denim) 

0.41 

1.06 

1.76 

41 

A-line, ankle length (tweed) 

0.46 

1.36 

1.76 

42 

A-line, 6" below knee (denim) 

0.32 

0.93 

1.63 

43 

A-line, 6" below knee (tweed) 

0.39 

1.43 

1.63 

44 

A-line, 6" above knee (denim) 

0.18 

0.72 

1.43 

45 

A-line, 6" above knee (tweed) 

0.27 

2.01 

1.43 

46 

A-line, knee length (denim) 

0.25 

0.81 

1.51 

47 

A-line, knee length (tweed) 

0.34 

1.65 

1.51 

48 

Straight, knee length, with slit (denim) 

0.23 

0.82 

1.44 

49 

Straight, knee length, with slit (tweed) 

0.31 

1.60 

1.44 

50 

Bias flair, knee length (denim) 

0.26 

0.79 

1.63 

51 

Bias flair, knee length (tweed) 

0.35 

1.55 

1.63 

52 

Full gathered, knee length (denim) 

0.25 

0.82 

1.54 

53 

Full gathered, knee length (tweed) 

0.33 

1.53 

1.54 

54 

Knife pleated, knee length (denim) 

0.27 

0.96 

1.54 

55 

Knife pleated, knee length (tweed) 

0.37 

2.15 

1.54 


Dresses 




56 

Long-sleeve, shirt collar, A-line (broadcloth) 

0.44 

0.70 

1.30 

57 

Long-sleeve, shirt collar, A-line (tweed) 

0.59 

1.03 

130 

58 

Long-sleeve, shirt collar, A-line, belt (broadcloth) 

0.46 

0.74 

1.26 

59 

Long-sleeve, shirt collar, A-line, belt (tweed) 

0.59 

1.03 

1.26 

60 

Short-sleeve, shirt collar, A-line, belt (broadcloth) 

0.38 

0.72 

1.25 

61 

Sleeveless, scoop neck, A-line (broadcloth) 

0.34 

0.87 

1.40 

62 

Sleeveless, scoop neck, A-line (tweed) 

0.38 

1.05 

1.40 


Sleepwear 




63 

Long-sleeve, long gown (tricot) 

0.52 

0.63 

1.60 

64 

Long-sleeve, long gown (flannel) 

0.69 

0.87 

1.60 

65 

Long-sleeve, short gown (tricot) 

0.38 

0.60 

1.38 

66 

Long-sleeve, short gown (flannel) 

0.53 

0.93 

1.38 

67 

Short-sleeve, long gown (tricot) 

0.47 

0.62 

1.59 

68 

Short-sleeve, short gown (tricot) 

0.33 

0.59 

1.34 

69 

Sleeveless, long gown (tricot) 

0.41 

0.61 

1.65 

70 

Sleeveless, short gown (tricot) 

0.29 

0.63 

1.36 

71 

Thin strap, long gown (tricot) 

0.36 

0.61 

1.57 

72 

Thin strap, short gown (tricot) 

0.23 

0.62 

1.29 

73 

Hospital gown (print cloth) 

0.44 

0.92 

1.40 
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Garment 
Number, j 

Garment Description and Fabric Type 

hij’ cl ° 

Cj.do 

r 

'd,j 


Sleepwear (cont) 




74 

Long-sleeve, long pajamas (broadcloth) 

0.64 

0.85 

1.38 

75 

Long-sleeve, long pajamas (flannel) 

0.73 

0.99 

1.38 

76 

Short-sleeve, long pajamas (broadcloth) 

0.57 

0.89 

1.37 

77 

Long pajama trousers (broadcloth) 

0.29 

0.71 

1.44 

78 

Body sleeper with feet (knit fleece) 

0.92 

1.18 

1.44 


Robes 




79 

Long-sleeve, wrap, long (velour) 

0.73 

0.96 

1.50 

80 

Long-sleeve, wrap, long (terrycloth) 

0.89 

1.22 

1.53 

81 

Long-sleeve, wrap, long (pile knit) 

1.25 

1.89 

1.58 

82 

Long-sleeve, wrap, short (broadcloth) 

0.55 

0.93 

1.35 

83 

Long-sleeve, wrap, short (velour) 

0.60 

1.06 

1.37 

84 

3/4 length sleeve, wrap, short (velour) 

0.55 

1.11 

1.32 

85 

Long-sleeve, button front, long (broadcloth) 

0.66 

0.81 

1.57 

86 

Long-sleeve, button front, long (velour) 

0.72 

0.90 

1.59 

87 

Long-sleeve, button front, short (broadcloth) 

0.57 

0.92 

1.46 

88 

Short-sleeve, button front, short (broadcloth) 

0.63 

1.04 

1.48 

89 

Long-sleeve, button front, short (velour) 

0.50 

0.94 

1.46 


Underwear/Footwear 




90 

Briefs (knit) 

0.05 

0.57 

1.08 

91 

Panties (tricot) 

0.04 

0.39 

1.08 

92 

Bra (knit/foam) 

0.02 

0.37 

1.20 

93 

Half slip (tricot) 

0.21 

0.86 

1.34 

94 

Full slip (tricot) 

0.24 

0.71 

1.30 

95 

T-shirt (knit) 

0.10 

0.37 

1.09 

96 

Thermal long underwear top (knit) 

0.24 

0.60 

1.12 

97 

Thermal long underwear bottoms (knit) 

0.19 

0.51 

1.14 

98 

Pantyhose (knit) 

0.02 

0.04 

1.00 

99 

Ankle length athletic socks (knit) 

0.03 

1.30 

1.14 

100 

Calf length athletic socks (knit) 

0.04 

0.42 

1.07 

101 

Calf length dress socks (knit) 

0.04 

0.49 

1.08 

102 

Knee socks (thick knit) 

0.07 

0.57 

1.05 

103 

Thongs/sandals (vinyl) 

0.03 

4.81 

1.20 

104 

Hard-soled street shoes (vinyl) 

0.04 

1.43 

1.43 

105 

Slippers (quilted fleece) 

0.06 

1.42 

1.44 

106 

Soft-soled athletic shoes (canvas) 

0.04 

1.43 

1.43 


6.4 Numerical Models of Tissue Heating 

In situations where the lumped analysis approach is not valid, a multi-dimensional 
numerical model can be employed to predict the temperature - as a function of time and space - 
in tissue samples, whole animals and humans. A finite difference thermal model often can be 
used to calculate tissue temperatures with a high degree of spatial and temporal resolution. The 
finite difference method for thermal modeling is conceptually similar to the -Finite-Difference - 
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Time-Domain” (FDTD) method for electromagnetic field modeling, which is commonly used to 
calculate SAR values in heterogeneous tissues, animals and humans. 

The finite difference method entails representing the tissue space as a rectangular grid. 
When applied to a three-dimensional space or object, this results in a series of cuboid volume 
elements, or voxels which form the basis for analysis. The same voxelized model often can be 
used for both FDTD analysis (to get the SAR distribution) and subsequently, the thermal 
analysis. 



Anatomical 

Dataset 

.raw file 


SAR 

S(x,y,z) 




T(x,y,z,t) 


Figure 6-2. An heterogeneous tissue data set (".raw file") is used as the geometry in the FDTD calculations to 
determine local SAR values. The same raw file, along with the calculated SAR data, is used to determine 
local tissue temperatures over time using the ThermoReg finite difference thermal solver. 


The BHTE is discretized - in space and time - resulting in one algebraic equation written 
for each voxel, all of which must be solved at each time step. ThermoAnalytics, Inc. (Calumet, 
MI) has developed a voxel-based bio-heat transfer computer code, ThermoReg, which 
incorporates active thermoregulation for simulating whole-body radio frequency (RF) heating, 
when used in conjunction with a finite-difference, time-domain (FDTD) code or similar solver to 
calculate SAR values. Thermoreg incorporates the effects of physiological heat sources and 
thermoregulatory mechanisms, clothing and environmental loads. 

Human thermoregulatory feedback is described by a modified version of the model of 
Fiala et al. (2001). ThermoReg can also be used to simulate heating in animals by disabling the 
human thermoregulation function, provided the appropriate tissue-coded model (-*aw file”) is 
available. 

A brief, general description of the ThermoReg model is provided below. Additional 
information and test case results can be found at www.ThermoReg.info . 
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6.4.1 Model Summary 


The geometry for the human voxel model is a variant of the -Brooks man” model (Gajsek 
et al., 2001), which is a tissue-segmented version of the National Library of Medicine Visible 
Man (Ackerman et al., 1995). The simulated subject has a body mass of 104 kg and a DuBois 
surface area of 2.2 m 2 . Each pixel of each slice of the Visible Man was assigned a numeric code, 
corresponding to a specific tissue type (Table 6-1). 

As the model is based on the modified Pennes BHTE (i.e., Equation 10), blood flow is 
treated as a tissue heat source, proportional to the rate of flow and to the temperature difference 
between the mixed, deep arterial temperature T a and the local tissue temperature. The change in 

the deep arterial temperature T a is calculated at each time step by summing all heat flow terms to 

or from the blood pool over the preceding time interval, for all N voxels of the model. If 
counter-current heat exchange in the vasculature is negligible, then the blood arterial temperature 
T a entering a given voxel is equal to the blood pool temperature. A finite-difference expression 
for the change in the arterial blood temperature is then written as follows: 

tjk+\_jk\ N 

p^ y a, ^Y/M T ‘~ T ‘) < 24 ) 

A* „=i 

where n takes on values from 1 to N (the number of voxels in the model), and the superscripted 
indices k and k+1 refer to the current and next time steps. 

6.4.1.1 Active Thermoregulation 

The thermoregulatory algorithm of the model is based on control equations for a whole- 
body, compartment model of human thermoregulation (Fiala et al., 2001). Skin and core 
(hypothalamus) temperature errors (deviations from respective set-points) provide afferent 
signals for vasomotor drive and sweating. 

The afferent core temperature error signal is determined from the mean hypothalamic 
temperature (ensemble voxel average), minus the hypothalamic set point temperature (37 °C). 
The afferent skin temperature signal is determined from a weighted skin temperature (WST), 
minus the skin set point temperature (34.4 °C). The weighting factors for the WST are applied 
on a regional basis to the voxel-averaged, mean skin surface temperature for each surface region. 
The magnitude of each weighting factor reflects (i) the surface of the region, relative to the total 
body surface area, and (ii) the importance of afferent temperature signals from the region in 
determining thermoregulatory feedback. 

6.4.2 Tissue Temperature Results 

Tissue temperatures calculated by ThermoReg for the seated Brooks Man are shown as 
Figures 6-3 to 6-5. In each case, the results are depicted at the conclusion of 45 minutes in an 
indoor environment which is at 24 °C and 40% RH. The average ambient air velocity is 

194 

DISTRIBUTION A: APPROVED FOR PUBLIC RELEASE; DISTRIBUTION UNLIMITED. 

PUBLIC AFFAIRS CASE NO. 11-069 



v = 0.1 m-s' 1 . The man is simulated wearing only a pair of cotton shorts. His metabolic rate (1 
met) corresponds to a sedentary activity level. 

Figure 6-3 depicts the results of a sham exposure (no RF). Note the skin temperatures are 
in the range 30 - 34 °C (nom.), while internal tissue temperatures are normothermic. Figure 6-4 
illustrates the subject model following 45 minutes of exposure to 100 MHz RFR (- EHK 

orientation) at power density of 4 mW • cm' 2 , under the same environmental conditions as for 
Figure 6-3. While the skin temperatures are little changed - with the exception of the head 
region - there is a noticeable increase in the internal tissue temperature levels. This suggests 
thermoregulatory feedback is able to control surface temperature under these conditions, 
primarily through sweating and vasodilation. 

At higher power density (8 mW • cm' 2 ; Figure 6-5) both skin and internal temperatures 
are markedly elevated at the end of 45 minutes exposure. Maximum temperatures do not exceed 
40 °C, however, suggesting there is little likelihood of tissue damage under these conditions. 
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(a) 


(b) 



Figure 6-3. Tissue temperature, as calculated in ThermoReg for a seated, adult male exposed to a 24 °C, 40% 
RH environment for 45 min (no RF): (a) side view of skin surface (b) sagittal mid-plane section (c) front skin 
surface (d) coronal mid-plane section. The subject is simulated wearing only a pair of cotton shorts. 
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Figure 6-4. Tissue temperatures, as calculated in ThermoReg for a seated, adult male in a 24 °C, 40% RH 

environment exposed to 100 MHz (-EHK) whole-body RFR at a power density of 4mW cm 2 for 30 
minutes: (a) side view of skin surface (b) sagittal mid-plane section (c) front skin surface (d) coronal mid¬ 
plane section. 
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Figure 6-5. Tissue temperatures, as calculated in ThermoReg for a seated, adult male in a 31 °C, 40% RH 

environment exposed to 100 MHz (-EHK) whole-body RFR at a power density of 8 mW-cni 2 for 30 
minutes: (a) side view of skin surface (b) sagittal mid-plane section (c) front skin surface (d) coronal mid¬ 
plane section. 
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6.5 Summary 

A thermal model can be an invaluable tool for assessing thermal effects of RF radiation 
in humans and animals. A model can be used to examine potentially synergistic effects of 
exposure to extreme thermal environments and RF exposure, or to simulate environments outside 
the accepted safe exposure levels. Model simulations are much cheaper and faster than human or 
animal exposures, allowing a wider range of conditions to be examined. 

There are some very significant limitations and drawbacks to the use of models in RFR 
dosimetry. Models are only as good as the data on which they are based. Ultimately, any model 
must be validated by comparison and calibration with accepted experimental results. 
Additionally, most models are based on a limited number of subjects and may not accurately 
reflect variations in thermal response associated with a subjects gender, body size or type, and 
level of acclimatization. Thus, the results of thermal models should be interpreted cautiously 
and - where possible - confirmed by experimentation. 
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6.6 Appendix 


In a Cartesian (xyz) coordinate system the -del” operator is 

- ? d - d f d / ai \ 

V— l -h J -h k — (A.l) 

dx dy dz 

where i, ], k represent the unit vectors in the x, y, and z directions, respectively. 

When the del operator is applied to a scalar (temperature, e.g.), the result is a vector 
which represents the -directional derivative” or gradient of the scalar. Thus, the temperature 
gradient is simply: 


Vi — l -b 7-b K - 

dx dy dz 


(A.2) 


The dot product of the del operator and the gradient is a scalar quantity, known as the 
Laplacian. In Cartesian coordinates the Laplacian of temperature is: 


V 2 T 


Qlj, d 2 T 

dx 2 dy 2 dz 2 


(A. 3) 
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7.1 Introduction 

The Specific Absorption Rate (SAR) is the universally accepted measure of exposure to 
radio frequency radiation (RFR). However, for thermal effects the biological responses are more 
directly the result of heating of tissue. These thermal effects can be due to local increases in 
temperature of tissue, or from thermoregulatory responses as the body manages the additional 
heat load imposed by the absorbed energy (even though the increase in tissue temperature within 
the body might be very small). 

This chapter considers models for estimating the thermal response of tissue to exposure 
to RFR, and reviews the thermal dose concept for predicting tissue damage. The focus is on 
applications relevant to dosimetry for safety analysis. The discussion excludes heat transfer of in 
vitro exposure systems, or heat transfer in tissues in which a phase transition (e.g., boiling of 
tissue water or thawing frozen tissue) occurs. 

An enormous amount of literature exists on heat transfer in tissue, focusing both on 
fundamental mechanisms of heat transfer and on practical applications for hyperthermia and 
other medical purposes. While the principles of heat transfer in tissue are well understood, the 
anatomical complexity of tissue requires the use of simplified models for any practical 
application, which raises the issues of model accuracy and validity. 

This chapter focuses on a simple quantitative description of heat transfer in tissue and its 
applications. This is the so-called bioheat equation, which was first proposed by Pennes (1948) 
in a paper that has been cited more than 700 times since its original publication. The implications 
of this equation for the heating behavior of tissue from RFR are discussed, with respect to 
thermal time constants and definition of averaging volumes. This chapter includes a table of 
recommended parameters for different tissues, as well as a much longer table that gives a picture 
of the dispersion in parameters that are found in the literature. Finally, this chapter discusses the 
likely ranges of validity and limits of this modeling approach. 
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7.2 The Bioheat Equation 


7.2.1 Formulation of the Equation 

Pennes‘ bioheat equation can be written 


k^T - p t p ,m t C„ (T - T„) + q m + + p,SAR = p,C,— (1) 

where T = the temperature of the tissue (°C) above mean arterial temperature Tb, k t = the thermal 
conductivity of tissue (W/m °C), SAR = the electromagnetic power deposition rate (W kg' 1 ), 
C t (Cb) = the heat capacity of blood or soft tissue (assumed in the following discussion to be the 
same) (W sec kg -1 °C' 1 ), p t , Pb = the density of tissue and blood (kg m' 3 ), q m and q env = energy 

inputs from metabolic processes and the environment, (watt m' ), and mb = the blood perfusion 
rate (m 3 kg' 1 sec' 1 ). 

In the physiology literature, blood perfusion is commonly cited as a volumetric flow 
(e.g., liters of blood per kg of tissue per minute) which can be converted to a mass flow using the 
density of blood (assumed to be 1000 kg m' 3 in preparing the tables in this chapter). The terms 
( q m , q env ) represent rates of heat input from metabolic processes and the environment. 

For practical modeling applications, Equation 1 can be simplified considerably. The 
material properties (density, heat capacity) of all soft high water content tissues are similar 
(being determined chiefly by water content) and can be expressed as C and p using approximate 
values of heat capacity and density of soft tissue. Also, when calculating the increase in 
temperature above baseline due to RFR exposure, the heat input from metabolic or 
environmental sources can often be ignored; a full thermoregulatory model would have to 
include such effects. 

With these simplifications, Equation 1 becomes 


kV 2 T — p 2 Cm b (T — T b ) + pSAR = Cp —. (2) 

dt 

This is the usual expression for heat conduction (Fourier 4 s Law) modified with an 
additional term that quantifies the removal of heat by blood perfusion due to convection. In this 
simple continuum model, blood itself does not appear explicitly, but acts as an invisible sink for 
energy. In some applications (typically for hyperthermia treatment planning), investigators have 
developed hybrid models in which the bioheat equation is used to determine heat transfer in 
tissues away from major blood vessels, with the vessels themselves considered as separate 
geometric entities. 

7.2.2 Boundary Conditions 
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Heat transfer mechanisms at the skin include convection (heat loss to the surrounding 
air), evaporation of water, and radiation of energy from the tissue into space. The literature on 
human thermoregulation contains extended discussion of the effects of environmental conditions, 
clothing, etc. on these mechanisms. When modeling the increases in tissue temperature due to 
RFR absorption, it is often satisfactory to lump all of these effects together, and apply a 
boundary condition at the tissue-air interface using a heat transfer coefficient h (W m‘ 2 °C') 

kVT •n = -h(T-T a ) (3) 

where T a = the ambient air temperature, and n = the unit vector normal to the surface. 

For a nude man in a thermally neutral environment with low air flow rates, Stolwijk and 
Hardy (1977) cite a heat transfer coefficient h (combining both radiative and convective cooling 
effects) of 6.9 W m' 2 C' 1 . 

For many modeling applications a number of simplifications are possible. For localized 
RFR exposure, thermal gradients produced by the RFR in tissue near the surface of the body are 
often sufficiently large that heat transfer is primarily by conduction into deeper layers of tissue, 
and only a small fraction of the absorbed RF energy is lost to the surrounding air. In such cases, 
it may be adequate to assume insulated boundary conditions (h=0) at the tissue surfaces that are 
in contact with air. 

7.2.3 Parameter Values 

This chapter includes two tables of parameter values for use with the bioheat equation. 
Table 7-1 summarizes single values of the parameters, which, in the judgment of the scientist 
who compiled the data, represent -best values” from a variety of literature sources (Samaras & 
Kuster, personal communication). Two Appendices (supplied by Holmes) provide detailed tables 
of values taken from the primary literature, which gives a good picture of the dispersion in 
available data (Holmes, 1997). 

It should be noted in connection with Table 7-1 that there is wide variation in values for 
parameters reported in the literature, particularly for blood perfusion. For purposes of modeling 
effects of RFR exposure, it may be more important for different groups to agree on consistent 
sets of values to use, rather than to try to identify a single set of -correct” values. 
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Table 7-1. Thermal properties of tissue and derived quantities* - summary data. Note that reported values 
of these properties vary considerably in the literature, even for similar tissues from the same species. 


Name 

Density 

[kg/m3] 

Thermal 

Conductivity 

[W/m/K] 

Specific 

Heat 

Capacity 

r j/(k g K)i 

Heat 

Generation 

Rate 

[W/kgl 

Blood perfusion m b 
[m 3 /(kg sec)] 

Tl 

[sec] 

x 2 /L 2 

[sec/cm 2 ] 

l/v 

[cm] 

^/4a 

[cm sec' 1/2 ] 

Aorta 

1060 

0.51 

3824 

0 

1.7E-04 

5.66 

794.79 

0.08 

0.071 

Bladder 

1040 

0.56 

3900 

1.54 

1.3E-06 

739.50 

724.29 

1.01 

0.074 

Blood 

1060 

0.51 

3824 

0 

1.7E-04 

5.66 

794.79 

0.08 

0.071 

Bone 

1990 

0.4 

1289 

0.307 

3.7E-07 

1370.21 

641.28 

1.46 

0.079 

Bone Marrow 
(Infiltrated) 

1027 

0.6 

4191 

5.55 

0.0E+00 

n/a 

717.36 

n/a 

0.075 

Bone Marrow 
(Notlnfiltrated) 

980 

0.6 

4191 

5.82 

0.0E+00 

n/a 

684.53 

n/a 

0.076 

Brain (Grey Matter) 

1039 

1.13 

3675 

6.833 

1.1E-05 

86.05 

337.90 

0.50 

0.109 

Brain (White Matter) 

1043 

0.5 

3621 

6.807 

4.0E-06 

242.68 

755.34 

0.57 

0.073 

Breast fat 

916 

0.5 

2524 

0.323 

4.5E-07 

2425.52 

462.40 

2.29 

0.093 

Cartilage 

1100 

0.47 

3664 

1.455 

8.3E-07 

1090.69 

857.53 

1.13 

0.068 

Cerebellum 

1040 

0.53 

3640 

6.827 

9.3E-06 

103.00 

714.26 

0.38 

0.075 

Cerebrospinal Fluid 

1007 

0.6 

4191 

0 

0.0E+00 

n/a 

703.39 

n/a 

0.075 

Cervix 

1013 

0.56 

3700 

1.524 

1.2E-05 

84.60 

669.30 

0.36 

0.077 

Colon 

1044 

0.56 

3653 

9.1 

1.3E-05 

76.41 

681.02 

0.33 

0.077 

Cornea 

1032 

0.52 

3793 

0 

6.3E-07 

1529.68 

752.76 

1.43 

0.073 

Dura 

1013 

0.35 

2947 

0 

6.3E-07 

1572.44 

852.95 

1.36 

0.068 

Eye Tissues(Sclera) 

1032 

0.4 

3000 

0 

6.3E-07 

1529.68 

774.00 

1.41 

0.072 

Fat 

916 

0.25 

2524 

0.328 

4.5E-07 

2425.52 

924.79 

1.62 

0.066 

Gall Bladder 

1040 

0.47 

3496 

1.56 

1.3E-06 

739.50 

773.58 

0.98 

0.072 

Gall Bladder Bile 

1026 

0.47 

3496 

1.56 

1.3E-06 

749.59 

763.17 

0.99 

0.072 

Heart 

1060 

0.54 

3720 

9.057 

1.5E-05 

62.88 

730.22 

0.29 

0.074 

Kidney 

1046 

0.52 

3745 

45.89 

4.4E-05 

21.95 

753.32 

0.17 

0.073 

Lens Cortex 

1090 

0.4 

3664 

0 

6.3E-07 

1448.29 

998.44 

1.20 

0.063 

Lens Nucleus 

1090 

0.4 

3664 

0 

6.3E-07 

1448.29 

998.44 

1.20 

0.063 

Liver 

1050 

0.51 

3600 

11.43 

1.7E-05 

56.73 

741.18 

0.28 

0.073 

Lung 

655 

0.44 

3625 

2.595 

6.7E-06 

228.96 

539.63 

0.65 

0.086 

Muscle 

1041 

0.53 

3546 

0.461 

4.7E-07 

2058.05 

696.49 

1.72 

0.076 

Nerve 

1038 

0.46 

3664 

6.84 

9.2E-06 

105.27 

826.79 

0.36 

0.070 

Ovary 

1025 

0.53 

3600 

62.44 

5.1E-05 

19.13 

696.23 

0.17 

0.076 

Skin 

1100 

0.35 

3437 

1.473 

1.6E-06 

562.21 

1080.20 

0.72 

0.061 

Small Intestine 

1044 

0.56 

3653 

12.452 

1.7E-05 

57.46 

681.02 

0.29 

0.077 

Spleen 

1054 

0.54 

3603 

14.321 

1.9E-05 

49.84 

703.25 

0.27 

0.075 

Stomach 

1050 

0.53 

3553 

4.952 

6.2E-06 

152.76 

703.90 

0.47 

0.075 

Tendon 

1110 

0.5 

3500 

1.441 

8.3E-07 

1080.86 

777.00 

1.18 

0.072 

Testis 

1044 

0.53 

3746 

61.3 

1.6E-06 

617.85 

737.89 

0.92 

0.074 

Thyroid 

1050 

0.53 

3553 

60.95 

1.7E-04 

5.75 

703.90 

0.09 

0.075 

Tongue 

1041 

0.53 

3546 

0.461 

4.7E-07 

2058.05 

696.49 

1.72 

0.076 

Trachea 

1100 

0.47 

3664 

1.455 

8.3E-07 

1090.69 

857.53 

1.13 

0.068 

Uterus 

1041 

0.5 

3580 

0.451 

6.3E-07 

1530.15 

745.36 

1.43 

0.073 

Vitreous Humor 

1009 

0.59 

3932 

0 

0.0E+00 

n/a 

672.44 

n/a 

0.077 


* We thank T. Samaras and N. Kuster for these data. 
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Thermal conductivity and heat capacity properties are chiefly determined by the water 
content of the tissue, which varies over narrow limits for tissues of a given type. There is some 
dispersion in the values for these properties in the literature, which may in part reflect 
experimental errors and in part variations in the condition of the tissue used in different studies. 

Giering et al. (1996) provided an extensive table of heat capacities of tissues. To illustrate 
the dispersion in values, these authors quoted a range from 3550 to 3800 m sec' K' for the heat 
capacity of human muscle, and 2200 to 2430 m 2 sec' 2 K' 1 for human fat (all values at 37 °C). The 
specific heat C was summarized by a correlation relation with the mass fraction of water W in 
the tissue: 


C (m 2 sec 2 °C 1 ) = 4190(0.37 + 0.63 W) . (4) 

Chato (1985) summarized the thermal conductivity of various tissues. To give an 
example of the dispersion in the data, he cites a range of values of 0.34-0.68 W m' 1 C' 1 for 
muscle in vitro. Chato quoted a correlation equation for the thermal conductivity k of tissue: 

k (Win 1 °C ~ 1 ) = 0.054+0.573JC for W>0.2 . (5) 

Blood perfusion in tissue is highly dependent on physiological circumstances. It varies 
among individuals and, in any individual, with environmental and physiological conditions. 
Blood flow in the same tissue type also varies with species. 

Blood perfusion data from muscle in humans and other species illustrate this variability 
(Appendix B). In this table (derived from Holmes, 1997), the blood flow measured in human 
skeletal muscle (non-exercising subjects) varied from 3-4.5 (10') m kg' sec' . It increases by up 
to an order of magnitude with exercise (Ch. 2). Blood flow in heart muscle in various species is 
more than two orders of magnitude larger than that measured in non-exercising skeletal muscle. 

Moreover, blood perfusion in muscle is highly temperature-dependent, increasing by an 
order of magnitude for an 8 °C increase in tissue temperature. Lang et al. (1999) proposed the 
following temperature dependence for the blood perfusion in muscle for use with the bioheat 
equation for planning hyperthermia treatments: 


m bPf *io 6 


0.45 +3.55exp( ( - Tb 8 '°^ ) ,T-T b <8.0 


12 


4.00, 


T-T >8.0 


(units m kg" sec" ). (6) 


By contrast, blood perfusion in other organs, notably the human brain, is much more 
constant. 

As discussed below, the bioheat equation is based on a highly oversimplified model of 
heat transfer in tissue, and consequently the blood perfusion mb that appears in it has a very 
unclear relationship to blood perfusion as measured in a tissue using standard physiological 
methods. Consequently, mb is best regarded as a model-dependent parameter, and not to be 
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identified with blood perfusion as measured (for example) with tracer techniques. The effect of 
this on thermal modeling will be discussed below. 

7.2.4 Scaling Properties of the Bioheat Equation 

It is useful to consider the scaling properties of the equation, which yields insights into 
the heating of tissue by RFR that supplement the results of more detailed numerical or analytical 
solutions to the equation for particular cases. 

7.2.4.1 Spatial Scaling and Thermal Averaging Volumes 

The characteristics of the bioheat equation can be studied conveniently using the Green‘s 
function, which is the solution of the equation assuming a point or line source of heat. With no 
boundary conditions and zero initial conditions, the Green‘s functions for the bioheat equation 
are (Yeung & Atalar, 2001): 


Steady-state cylindrical G(r) = — K 0 (vr) 

2 nk t 

Steady-state spherical G(R) = ——— e~ vR 

4 nk t R 

Time-dependent cylindrical G(r,t ) = — e - <,:l,4un e - avl1 

4 nk t t 

Time-dependent spherical G(R,t ) =-—^—— e~ (R ,4at) 

k t (4 nat) 


( 7 ) 


In the above expressions, K 0 is a Bessel function, v is defined by 

y = p^mjik t 

a t is the thermal diffusivity of tissue 

k 

a= — 

pc 

and R and r are the distance from the point or line source of heat, respectively. 

The time-dependent increases in temperature produced by an actual source of heat are 
found by convolving the appropriate Green‘s function with the SAR. Because the convolution 
operation is a form of averaging, the Green 4 s functions provide a physically motivated way to 
define an averaging volume, which has considerable importance in setting exposure guidelines. 
Equations 7 yield two different length scales in terms of which an averaging volume can be 
defined. These are 
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(8) 


/?j = y[4 cci « 0.05 \[t cm sec' 12 


cm sec 



(using parameter values that are in the range of those typically reported for soft tissue). The first 
of these, Ri, is the well-known Einstein diffusion length, a measure of the distance that heat 
diffuses in time. The second, R 2 , is a measure of the distance at which the temperature pattern 
from a point source falls off due to convective cooling of tissue by blood flow. 

For very short times after the source has been turned on, the Green‘s function is spread 
out over a distance comparable to Ri, limited in spatial extent by the diffusion of heat. 
Consequently, the temperature increase at any point reflects an average of the absorbed power 
over this distance scale. At longer times, as the steady-state is approached, the appropriate 
averaging distance would increase to R 2 . For standards setting, the steady-state (maximum) 
temperature increase would undoubtedly be of greatest interest, and the appropriate averaging 
volume would be a sphere of radius of the order of R 2 which corresponds to distances of several 

'J 'J 

cm from the source or averaging volumes of several cm assuming typical values of blood flow. 


1 . 2 . 4.2 Temporal Scaling and Thermal Averaging Times 


Some general insights into the time-dependent properties of heating of tissue by RFR can 
be gained by considering the temporal scaling characteristics of the bioheat equation (Foster et 
al., 1998). Two different time scales can be defined from the bioheat equation 


m b p 

pCl3 

k 


( 9 ) 


which characterize heat transfer by blood flow and heat conduction, respectively. Recasting 
Equation 2 in non-dimensional form yields: 


T ?)T' 

V 2 r* - -^T" + SAR*(r\t*) = 



( 10 ) 


where 


T 


k(T-T b ) 
pSAR 0 L 2 


X 


X 


L 


(11) 



SAR 
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In the above expressions, L is a measure of the distance scale of the heating pattern, and 
SARo is a measure of the maximum SAR in the region of interest. The temperature is with 
reference to baseline, i.e., the temperature above that of the tissue in the absence of RF heating. 

In the above expressions, the smaller of ii and 12 determines the dominant mechanism of 
heat transport. If xi » X 2 , which occurs for very localized heating, thermal conduction dominates 
and Equation 2 reduces to the standard Fourier expression for heat conduction. In the opposite 
case (xi « X 2 ), which occurs when the SAR pattern is broad and uniform, heat removal by blood 
perfusion dominates. For materials whose thermal properties are similar to those of soft tissues 
and with physiologically appropriate values of blood flow, the transition from conduction to 
convection-dominated heat transfer typically corresponds when the spatial extent of the SAR 
pattern is on the order of millimeters. This is the situation with millimeter wave radiation, for 
which the energy penetration depth in tissue is very shallow. 


In the early transient regime (at short times after the exposure has begun when effects of 
heat transfer are negligible) the rate of rise in local temperature T in non-dimensional units is 
simply 


dT 

dt 


= SAR *1 


/o 


or, in dimensioned form (12) 

dT ]| _ SAR 
dt j 0 C 1 


For an SAR of 10 W/kg (roughly equal to the IEEE and ICNIRP basic restrictions for 
partial body exposure) this corresponds to a maximum rate of temperature increase of about 
0.15 °C/min. In the steady-state, ignoring both loss of heat to the surrounding air and heat 
conduction, the steady-state temperature will approach 


Z-^SAR- 

or, in dimensioned form 


SAR 

pm b C 


(13) 


(14) 


Using a value of the blood perfusion parameter mb that is in the range mentioned in the 
physiological literature (3 cm 3 /100 g tissue minute or, in MKS units 5 TO' 7 m 3 kg' 1 sec' 1 ), this 
corresponds to a steady-state temperature increase of about 1 °C. Heat conduction and other 
effects would further reduce this temperature increase. 

Considering the effects of both blood perfusion and heat conduction (but not loss of heat 
to the environment through the boundary conditions on the heated region), the steady-state 
temperature increase can be expressed as the product of the SAR with an effective thermal 
response time x e ff 
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(15) 


T 

ss 


dT 



SAR 



This is equivalent to the initial rate of increase in temperature in the absence of heat 
conduction, times an effective thermal time constant x e ff. The effective response time x e ff is 
intermediate between xi and X 2 , and approaches the smaller of the two in limiting cases when the 
heat transfer is limited by conduction or convection. 

One important implication of the scaling considerations discussed above concerns the 
possibility of -selective” heating of small regions of tissue by RFR, which has sometimes been 
mentioned in the literature. But thermal conduction works strongly to oppose the establishment 
of localized temperature increases. For example, if a small spherical object of radius R is 
exposed to RFR at a uniform SAR, and is surrounded by unheated material, the maximum 
temperature increase AT in the sphere is 



where 


(16) 


pCR 2 

T *= — 


For a sphere whose thermal properties are similar to those of soft tissue, the effective 
time constant x e ff ranges from a few minutes for centimeter-sized regions, down to microseconds 
for micron-sized objects. To produce significant temperature fluctuations over small (millimeter 
or smaller) distance scales would require very high SARs. This may occur with pulsed RFR of 
very high peak power but very low duty cycle or pulsed laser energy, but is not likely to be a 
significant factor with RFR at ordinary exposure parameters. 


7.2.43 Analytical Solutions to the Bioheat Equation 


Equation 2 can be solved analytically for a number of special cases, including RFR- 
heated spheres and cylinders of tissue (cf. Foster et al., 1978; Foster & Erdreich, 1999). 

A useful special case is a planar tissue surface exposed to RFR with insulated boundary 
conditions. This would be a useful approximation for millimeter wave exposure to tissue, in 
which thermal gradients near the surface of the tissue are sufficiently large that convective 
cooling by blood can be ignored. In that case, the bioheat equation reduces to the usual heat 
conduction equation 



L pr 8t 


(17) 
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where T is the energy transmission coefficient (fraction of incident energy that is transmitted into 
the tissue), L is the energy penetration depth into the tissue, and I 0 is the intensity of the incident 
beam. Equation 17 can be solved to yield the surface temperature T sur 


T sur (t) = C x 4i-C 2 (\- e ,lT erfcJt77) 
where 


Q = 


c 2 = 


2/ 0 T 

yf/rkpC 

ITL 


T = 


k 

pCL 1 


(18) 


The first term in the right side of Equation 18 is the temperature increase that would result from 
purely surface heating, while the second term is a correction that takes into account the finite 
penetration distance of the energy into the tissue. 

This simple one-dimensional model, which ignores blood flow, is reasonable for RFR at 
sufficiently high frequency (typically above 10 GHz) is incident on the body. Insulated boundary 
conditions are appropriate in such cases because nearly all of the heat transfer is by conduction 
into the tissue (a consequence of the large thermal gradients near the tissue surface) and not by 
radiation or convection into the surrounding air. This simple model accurately predicted the 
temperature increase in tissue due to short (3 second) exposures to millimeter wave energy even 
though there were no adjustable parameters in the model (Walters et al., 2000). It works because 
transfer of the electromagnetically induced heat away from the exposed area is dominated by 
conduction (a physiologically trivial process) and not convection by blood flow. 

7.2.4.4 Numerical Solutions to Bioheat Equation 

There exists immense literature on the numerical solution of the bioheat equation in 
tissues subject to heating from various energy sources including RFR. Applications include 
therapy (hyperthermia dose planning) and radiation hazard studies. 

Many of these studies are extensions of conventional RFR dosimetry studies that are 
based on the finite-difference time-domain (or other numerical) solution of the electromagnetic 
field equations using a detailed numerical model of the body such as Visible Man. In such 
studies, it is straightforward to extend the electromagnetic calculations to solve the bioheat 
equation, based on tables of thermal parameters such as given in Table 7-1 below. An example of 
such a study conducted for purpose of hazard assessment (for mobile phones) is by Van 
Leeuwen et al. (1999). 

At least three commercial FDTD electromagnetic simulation programs are presently 
being extended to include solution of the bioheat equation in this way. In the near future, it will 
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be a routine matter to include thermal simulations, based on the bioheat equation, as an add-on to 
detailed calculation of SAR pattern using numerical models of the human body. 

7.2.4.5 Limits of Validity of the Bioheat Equation 

Pennes‘ bioheat equation is widely accepted and is almost universally employed in 
thermal modeling studies involving exposure of the human body to RFR. However, several 
important issues arise that bear on the validity of this approach. 

Conceptual issues_ . Pennes‘ bioheat equation has been subject to a number of devastating 
critiques over the years. On face value, the equation violates the First Law of Thermodynamics - 
energy disappears into the heat sink term - and thus it cannot be a complete description of 
transfer of heat in a tissue. 

That objection aside, narrative accompanying the bioheat equation typically states that 
the heat sink is provided by blood in the capillary bed, and the strength of the sink is proportional 
to the difference between local tissue temperature and mean arterial or core body temperature. 
Both of these assumptions are clearly wrong. In tissues, capillaries are thermally equilibrated 
with their surrounding tissue and cannot be a source of heat exchange. Rather, significant heat 
transfer between tissue and blood occurs at the level of -thermally significant” vessels that are 
ca. 100 microns or more in diameter (e.g., Weinbaum et al., 1997). The ability of these vessels to 
remove heat from a region of tissue depends on their size, flowrate, and their thermal interaction. 
An example of the latter is countercurrent heat exchange, which reduces the ability of blood in 
the countercurrent vessels to carry heat away from a region of tissue. When a region of tissue is 
subject to heating from external sources, such as RFR, blood entering the region of interest will 
not be at core body temperature, but will have been heated before arriving at the point of interest. 

These problems with the bioheat equation above have been extensively discussed, and 
indeed much research literature exists on the subject. Numerous attempts have been made to 
develop conceptually valid alternatives to the bioheat equation. One approach has been to use a 
modified heat conduction model, using an effective thermal conductivity to represent the effects 
of blood flow. Another approach has been to retain the bioheat equation, but adjusting the blood 
perfusion parameter mb by an "efficacy function" in the range of 0.5-1.0 to take into account 
countercurrent heat exchange (Brinck & Werner, 1995). 

Despite these objections, there is a broad consensus among investigators in bioheat 
transfer that Pennes‘ bioheat equation remains a useful approximation to bioheat transfer in 
tissue. For example, Kolios et al. (1998) reported that the bioheat equation provided a much 
better fit to the transient increase in temperature near a heat source in tissue than an alternate 
model (which used an effective thermal conductivity to describe the effects of blood flow). That 
study, however, involved heating under circumstances in which the temperature increase would 
not be expected to depend strongly on the value of blood perfusion parameter (e.g., transient 
heating from a small source). 

Clearly, because of the variability in the blood flow in tissue, temperature calculations 
using the bioheat equation should be treated with caution when the results depend critically on 
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the blood perfusion parameter. Calculations based on the bioheat equation are likely to be most 
accurate when: 

• The SAR pattern is localized (so that heat conduction effects dominate over 
blood perfusion effects) 

• The exposure is short-term (so that the steady-state temperature profile, which 
is strongly influenced by blood perfusion, has not been reached) 

• Experimental conditions are such that literature values of tissue blood flow are 
likely to be reasonable approximations for the situation at hand 

• The local temperature increase is insufficient to produce large 
thermoregulatory changes in local blood flow. 

7.3 Examples of Modeling the Thermal Response of the Human Body to RFR 

A great many studies have been done, in which the thermal response of tissue to RFR has 
been calculated using a variety of thermal models. The approaches range from numerical 
solution of the bioheat equation using simplified homogeneous models of tissue, to solutions 
involving detailed anatomical models of the body including consideration of major blood 
vessels. For each application, a suitable choice has to be made to achieve a reasonable tradeoff 
between model accuracy and computational time and cost. 

Various approaches include: 

7.3.1 Numerical Solution of Bioheat Equation for Idealized Tissue Models 

A good example of this approach is the study by Nelson et al. (2000), who modeled the 
head as a series of four concentric shells, representing scalp, skull, cerebrospinal fluid, and brain, 
and calculated its thermal response to millimeter wave irradiation at 100 GHz. The study 
included an analysis of the effects of varying several parameters of physiological interest 
(surface convection coefficient, evaporation rate of sweat, and blood flow to the scalp). 

7.3.2 High Resolution Calculation of SAR Using Imaging Techniques and Use of 
Bioheat Equation to Predict Temperature 

This approach has reached a high level of sophistication in hyperthermia treatment 
planning (including RF hyperthermia), where the need is to maintain the temperature of a treated 
region of tissue within narrowly fixed limits using external sources of power at SARs up to the 
range of hundreds of W/kg (e.g., Roemer, 1999). 

As an example of this approach, Van de Kamer et al. (2002) obtained a high-resolution 
(mm) SAR distribution in the body and used Pennes‘ bioheat equation to predict temperature 
increase. This work was undertaken to explore the requirements for spatial resolution in SAR 
data for purposes of hyperthermia treatment planning. The authors concluded that small-scale 
variations in SAR due to dielectric inhomogeneities could lead to undesirable temperature 
elevations (-hot spots”) in localized tissue regions, which cannot be predicted by SAR patterns 
computed with lower spatial resolution. For both the low and high resolution SAR patterns, the 
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investigators used the same thermal model (solving the bioheat equation without considering the 
effects of discrete blood vessels). 

7.3.3 Hybrid Models Using the Bioheat Equation and Vessel-By-Vessel Analysis 

Perhaps the most significant development in recent years has been the development of 
hybrid models, which combine a continuum approximation to heat transfer using the bioheat 
equation with a separate analysis of major blood vessels. For purposes of hyperthermia treatment 
planning, this work is motivated by the fact that tissue is cooled by blood flow in nearby major 
vessels, which reduces the effectiveness of hyperthermia treatment in those regions. This 
approach has been facilitated by new imaging techniques that allow investigators to quickly 
develop anatomical models of individual patients, including the anatomy of major blood vessels. 
Important work along these lines has been reported by groups led by Langendijk (e.g., 
Craciunescu et al., 2001). 

As an example of this approach, Van Den Berg et al. (2006) obtained three dimensional 
blood perfusion maps in the prostates of patients, imaging blood vessels larger than about 1 mm. 
The investigators calculated the temperature increase in the prostate from RF hyperthermia using 
three different models with increasing amounts of information about blood perfusion, to study 
the effects of -pre-heating” of blood entering the treatment area and factors leading to inadequate 
heating of a tumor in the prostate. 

7.3.4 Thermal Models for the Body Incorporating Thermoregulation 

A variety of models have been developed for predicting the thermal and physiological 
response of the body to RFR that incorporate thermoregulatory mechanisms. These are most 
appropriate for whole-body exposures to RFR in which thermoregulation is anticipated to play a 
significant role in the thermal response of the body, or where physiological endpoints (e.g., 
changes in sweat rate or skin blood flow) are of interest. 

Over the years, a variety of lumped parameter models for the human thermoregulatory 
system have been developed, which can be adapted to modeling of the effects of exposure of the 
body to RFR. One approach along these lines was described by Foster and Adair (2004), who 
used an existing model for the human thermoregulatory system which was used to predict 
physiological changes in humans subject to whole-body RFR exposure described by Stolwijk & 
Hardy (1977). In this model, each segment of the body (limbs, head, and torso) is represented by 
four concentric compartments representing skin, fat, muscle, and body core. Heat exchange 
among the compartments and with the environment is governed by a set of rules intended to 
model the human thermoregulatory response. The compartments are homogeneous, i.e., the 
model uses a lumped parameter approach that considers only heat flow between compartments, 
not within individual compartments. This thermal model had been developed over a period of 
several years in a research program started by Stolwijk and Hardy (1977), who independently 
evaluated the several hundred parameters in the model by means of thermophysiological 
measurements on male college students. Foster and Adair (2004) found that this model, with no 
change in parameter values, did an excellent job of predicting thermophysiological responses of 
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a cohort of human volunteers who extended (45 minute) exposures to RFR at several 
frequencies, at levels considerably above present exposure guidelines. 


Other investigators have incorporated detailed information about SAR distributions in the 
body with thermoregulatory mechanisms including exchange of heat with the environment. For 
example, Bemardi et al. (2003) described a hybrid model, using detailed calculations of SAR and 
calculation of local temperature increase (using the bioheat equation) together with a whole-body 
model for the human incorporating thermoregulatory mechanisms. Such models promise to 
provide information about both local increases in tissue temperature, and global physiological 
effects of the added heat to the body. 

7.4 Thermal Wave Effects 

The Fourier law of heat conduction (and by extension the bioheat equation) is unphysical, 
in that they imply that heat conduction occurs instantly after the temperature gradient is set up. In 
reality, there is a slight time delay after a temperature change is imposed before heat diffusion 
begins, which is characterized in terms of a wave equation. This time delay is described in terms 
of a thermal relaxation time of tissue (Shih et al., 2005). The value of the relaxation time is 
uncertain and somewhat controversial among different investigators; Shih et al. (2005) suggested 
that it is of the order of 1 s. Certainly, due to the structural complexity of tissue, the diffusion of 
heat is very complex over short time scales, and small scale temperature fluctuations will be 
present. While the effect is normally insignificant, it may affect thermal dose calculations for 
exposures with very abrupt heating at high SARs. 

7.5 Thermal Injury of Tissue and Thermal Dose 

The kinetics of thermal injury to tissue is characterized by an exponential relation 
between the time required to produce injury and the temperature at which the tissue is 
maintained, which can be interpreted in terms of the activation energy for protein denaturation. 
An Arrhenius plot for tissue damage shows a breakpoint at about 43.5 °C for human tissues 
which has been interpreted as reflecting the buildup of thermal tolerance during long heating 
times below this temperature (Dewhirst et al., 2003). This approach leads to the definition of the 
thermal isoeffective dose, which allows investigators to relate the effects of different exposures 
to RFR resulting in different temperature-time patterns. 

In a widely cited paper, Sapareto and Dewey (1984) proposed a measure of thermal dose 
to tissue, in terms of a cumulative number of minutes at which the tissue is held at 43 °C. The 
cumulative equivalent minutes, CEM 43 °C, is defined as 


CEM43 °C = — R 42 ~ t 
60 


( 19 ) 



\R 43 ~ m dt 
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where t is the time in seconds. The second expression above would be used if the temperature 
varies with time. In this approach, CEM 43 °C represents the entire thermal history of the 
exposure. A typical value of R for human tissue is 0.23 below and 0.43 above the breakpoint 
temperature of 43 °C. This expression gives the equivalent number of minutes in which tissue 
must be held at 43 °C to produce the same thermal damage as produced by exposure for time t at 
temperature T. The thermal dose, as opposed to SAR or temperature increase, is a biologically 
meaningful measure of exposure, at least for producing thermal damage to tissue. 

Dewhirst et al. (2003) present an extensive table of values of CEM43 associated with 
thermal damage to tissue. While the threshold for thermal damage varies with animal model, 
values of CEM43 exceeding 10 (minutes) have been reported for producing thermal injury in a 
number of different animal tissues. Tissues characteristically show very sharp thresholds in 
CEM43 °C for producing thermal damage. For example, if 60 minutes at 43.5 °C is needed to 
produce complete necrosis in ear skin, a 30% reduction in heating time will completely avoid the 
injury (Dewhirst et al., 2003). While sparse data are available for thresholds for thermal damage 
to human tissues, it seems clear that RFR exposure leading to small (<1 minute) values of 
CEM43 °C present negligible risk of thermal injury. 

7.6 Discussion 

This chapter considers models for predicting the thermal response of the body to 
exposure to RFR, focusing on applications based on the bioheat equation. While thermal models 
clearly succeed, at some level, in predicting the thermal response of the body to RFR, the 
approach is not rigorous and significant issues can arise about the validity of such models. 

7.6.1 Choice of Model 

The basic principles of heat transfer in tissue are well known. However, convective heat 
transfer due to blood perfusion takes place at the level of thermally significant (> 100 pm 
diameter) blood vessels, which are numerous and complex in geometry. A rigorous analysis that 
explicitly considers all such vessels in the body would be impossible in any practical sense. 
Consequently, something less than a full scale model is needed. The issue then becomes one of 
choosing an appropriate tradeoff of cost (computational effort and amount of data required) for 
accuracy and validity of the model. The following comments are based on suggestions by 
Suyama offered in a different context 2 . 

Choosing an appropriate model will depend on a variety of considerations that depends 
on the particular needs at hand. The model should provide an appropriate level of detail, both in 
terms of spatial and temporal resolution, to address the research questions at hand. For example, 
in a study involving thermoregulatory responses of humans to whole-body exposure to RFR at 
levels comparable to international exposure guidelines, it may not be necessary to know the 
detailed temperature distribution within the body, but only the total amount of heat generated in 
major regions of the body. It is seldom necessary to know the detailed temperature variations 


2 http://www.cs.memphis.edu/cec03bmc/M3/posel.htm 
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over a cellular or subcellular distance scale in tissue (although that may be needed for situations 
involving RFR pulses of extreme peak power and low duty cycle). 

Given the potentially immense investments required to develop detailed thermal models 
of the body, investigators would be well advised to begin with simple models and refine them 
only if preliminary results indicate the need for more detail or for more accurate simulations. 

7.6.2 Validity of Model 

Given the approximate nature of the bioheat equation, the question arises of the validity 
of heat transfer models based on this equation. The major issue is external validity, i.e., the 
ability of a thermal model to predict temperature increases that will be produced by RFR 
exposure in a variety of circumstances. This has two main components: 

7.6.2.1 Correctness of Parameter Values 

Thermal or thermoregulatory models of the body can depend on a large number (perhaps 
hundreds) of parameters, of which one group (blood perfusion parameters mb) is both variable 
and uncertain. Investigators would be well advised to conduct a sensitivity analysis of their 
model, to ensure that the conclusions remain accurate given the anticipated level of uncertainty 
in the parameter values. Values of mb taken from tables such as Table 7-1 or Appendix B below 
should be examined with particular care. 

7.6.2.2 Experimental Testability 

The external validity of a model depends on its ability to make accurate predictions under 
a variety of circumstances that may be different than those under which the model was 
developed in the first place. In this connection, it is worth noting that the vast majority of 
modeling efforts discussed above were in the forward direction only, i.e. the investigators 
calculated temperature increases using a variety of models on the basis of thermal parameters 
taken from the literature. Where it has been tested, the bioheat equation has been successful in 
predicting the increase in tissue temperature due to RFR exposure, but there will always be 
uncertainties as to the best values of the blood flow parameter mb to use in any particular 
application. 

The take-home lesson from this chapter is that thermal modeling, particularly when the 
need arises to include physiologically vital processes such as blood flow, is more complicated 
than dosimetric calculations of SAR. Engineers should avoid the temptation to consider the 
bioheat equation as a kind of fifth MaxwelTs equation, and be aware that the parameter values 
used in the equation, particularly mb, are subject to considerable uncertainty and variability. That 
said, thermal modeling has been highly successful for therapeutic applications of RFR and it can 
provide important insights into possible biological effects of exposure to this form of radiant 
energy. 
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7.8 Appendices 

From Holmes, K. R. (1997). Biological structures and heat transfer. Allerton International 
Conference on Bioheat Transfer, Allerton, IL. (Used by permission of K. R. Holmes) 

7.8.1 Appendix A: Thermal Properties of Tissues 

The following physiological properties were compiled by Professor Kenneth R. Holmes 
(kxholmes@uxl.cso.uiuc.edu) and were published in part previously. The tabulation includes 
values for both the native thermal conductivity of biomaterials (Appendix A) and the blood 
perfusion rates for specific tissues and organs (Appendix B). Original sources are documented in 
the dedicated list of references at the end of each appendix. Knowledge of the perfusion behavior 
of tissues is important in that the flow of blood can have a direct quantitative effect on the 
temperature distribution within living tissue. 
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APPENDIX A 


THERMAL CONDUCTIVITY DATA FOR SPECIFIC TISSUES AND ORGANS 
FOR HUMANS AND OTHER MAMMALIAN SPECIES 
Professor Kenneth R. Holmes 


TISSUE 

k IW/niKl 

%H.O Reference 

Kidney whole (rabbit) 

.502 

81 

6 

whole (rabbit) 

.495 


16 

whole (human) 

.543 

84 

4 

cortex (rabbit) 

.465 - .490 (n=7) 

76.6 - 79.8 

1 

cortex (dog) 

.491 


16 

cortex (human) 

.499 


16 

medulla (rabbit) 

.502 - .544 (n=7) 

82.0 - 86.0 

1 

medulla (dog) 

.507 


16 

medulla (human) 

.499 


16 

Aorta human 

.476 ± .041 (SD) (n=12) 


2 

Arterial plaque 

fatty 

.484 ± .044 (SD) (n=13) 


2 

fibrous 

.485 ± .022 (SD) (n=12) 


2 

whole (human) 

.492 ± .009 (SD) (n=10) 


5 

plasma 

.582 


10 

plasma (human) 

.570 ± .010 (SD) (n=10) 


5 

Spleen (human) 

.543 

80 

4 

Liver (rabbit) 

.493 

72 

6 

(rat) 

.498 - .528 (n=4) 


3 

(sheep) 

.495 ±.017 (SD) (n=9) 


5 

(dog) 

.550 ± .010 (SD) (n=7) 


5 

(dog) 

.574 


11 

(Pig) 

.498 


16 

(human) 

.469 


16 

(human) 

.564 

77 

4 

Heart (rat) 

.521 - .531 (n=2) 


3 

(dog) 

.527 


11 

(dog) 

.487 


16 
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Muscle (rat) 

.505 - .530 (n=7) 

3 

(cow) 

.410-426 

7 

(pig) 

.518- .618 

7 

(pig) 

.460 

17 

(sheep) 

.478 ± .019 (SD) (n= 10) 

5 

Fat (cow) 

.185 - .233 

7 

(cow) 

.222 

17 

(pig) 

.317-402 

7 

(pig) 

.159 

17 

blubber (Minke whale) 

.200 - .280 3 - 30 

8 

blubber (Harp seal) 

.190 ±.010 

9 

(human) 

.201 - .217 

17 


Brain 

whole 

.527 

78 

4 


cerebral cortex 

,564 

83 

4 


cerebral cortex 

.504 


16 


white matter 

.502 

71 

4 

Tumor 

periphery 

.511 


11 


core 

.561 


11 


colon cancer (human) 

.545 


16 

Bone 


,410 - .630 


15 

Skin 


,210 - .410 


15 


crocodile, middle of back 

,432 


12 


crocodile, tail, ventral 
epidermis 

.334 


12 


foot pad (cat) 

.116 - .290 


13 


(hydrated) 

,295 - .580 


13 


elephant (freeze/thaw) 

,475 

62.5 

14 


rhinoceros " 

,452 

60.1 

14 


Giraffe (formalin fixed) 

,442 

60.0 

14 


epidermis (human) 

,209 


17 


epidermis (pig) 

.209 


17 


dermis (human) 

,293 - .322 


17 

Pure water 

.627 


17 


c = [%H 2 0 + 0,4 * (100 - %H 2 0)] * 41.9 J/kg K. 

4 

p = 1.05( 10 J ) kg/m' 

4 
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7.8.2 Appendix B. Blood perfusion 

(1 ml/min/gm corresponds to 1.7 (10' 5 ) nrkg' l scc‘ l ) 


BLOOD PERFUSION DATA FOR SPECIFIC TISSUES AND ORGANS 
FOR HUMANS AND OTHER MAMMALIAN SPECIES 


Professor Kenneth R. Holmes 


ORGAN 

BLOOD FLOW 

(ml/min/gm) 

SPECIES 

(fl unanesthetized) 

Ref, 

Brain 

0.36 ± 0.04 (SE) 

dog (n=l 1) 

36 

Brain 

0.78 ± 0.06 (SE) 

rat (n=7) 

30 

Brain 

1.52 ± 0.23 (SE) 

fetal sheep 1 (n 12) 

32 

Brain 

0.82 ± 0.06 (SE) 

neonatal sheep 1 (n=13) 37 

Brain 

0.64 ± 0.03 (SE) 

sheep 11 (n=7) 

37 

Brain 

1.14 ± 0.14 (SD) 

rat* (12 mo old)(n=5) 

33 

Brain 

0.65 ± 0.07 (SD) 

rat (n=10) 

33 

Brain 

1.31 ± 0.22 (SD) 

rat* (24 mo old)(n=5) 

33 

Brain 

0.43 ± 0.14 (SD) 

rat (n=7) 

33 

Mean Cerebral 

0.373 ± 0.062 

dog 

2 

Mean Cerebral 

0.491 ± 0.078 

baboon 

2 

Cerebrum 

0.48 ± 0.03 

cat 

18 

Cerebrum 

0.53 ± 0.06 

cat 

18 

Cerebrum 

0.32 ± 0.06 

monkey 

18 

Cerebrum 

0.39 ± 0.03 

monkey 

18 

Cerebrum 

0.79 ± 0.12 

P^ 1 

19 

Cerebrum 

1.17 ± 0.11 (SE) 

rat (n=8) 

31 

Cerebrum 

0.61 ± 0.06 (SE) 

rat (n=7) 

31 

Cerebrum 

0.72 ± 0.05 (SE) 

rat (n=7) 

31 

Cerebrum 

0.50 ± 0.04 (SE) 

rat (n=7) 

31 

Cerebrum 

0.60 ± 0.06 (SE) 

cat (n=8) 

34 

Cerebrum 

1.29 ± 0.03 (SE) 

cat (n=8) (hypercapnic) 34 

cerebral cortex 

0.446 ± 0.061 

dog 

2 

cerebral cortex 

0.447 ± 0,036 

dog 

3 

cerebral cortex 

0.64 ± 0.05 

cat 

18 

cerebral cortex 

0.75 ±0.11 

cat 

18 

cerebral cortex 

0.40 ± 0.11 

monkey 

18 

cerebral cortex 

0.50 ± 0.11 

monkey 

18 

frontal cortex 

1.06 ± 0.05 

rat 

4 

parietal cortex 

1.07 ± 0.05 

rat 

4 

occipital cortex 

0.98 ± 0.08 

rat 

4 
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cerebral white 

0.240 ± 0.037 

dog 

cerebral white 

0.305 ± 0,022 

dog 

cerebral white 

0.20 ± 0.05 

monkey 

cerebral white 

0.21 ± 0.06 

monkey 

cerebral white 

0.29 ± 0.03 

cat 

cerebral white 

0.20 ± 0.03 (SE) 

cat (n= 8 ) 

cerebral white 

0.35 ± 0.09 (St) 

cat (n= 8 ) (hypercapnic) 

White matter 

0.164 ± 0.022 

baboon 

corpus callosum 

0.249 ± 0.035 

dog 

corpus callosum 

0.62 ± 0.03 

rat 

Grey matter 

0.552 ± 0.077 

baboon 

cortical grey 

0.87 ± 0.11 (SE) 

cat (n= 8 ) 

cortical grey 

1.94 ± 0.37 (SE) 

cat (n= 8 ) (hypercapnic) 

caudate nucleus 

0.88 ± 0.03 

rat 

caudate nucleus 

0.65 ± 0.06 

cat 

caudate nucleus 

0.87 ± 0.11 

cat 

caudate nucleus 

0.39 ± 0.05 

monkey 

caudate nucleus 

0.47 ± 0.05 

monkey 

caudate nucleus 

0.85 ± 0.10 (SE) 

cat (n= 8 ) 

caudate nucleus 

1.31 ± 0.19 (SE) 

cat (n= 8 ) (hypercapnic) 

Choroid plexus 

4.18 ± 0.60 (SE) 

neonatal sheep 1 (n= 13) 

Choroid plexus 

7.53 ±1.11 (SE) 

sheep 1 (n=7) 

Hypothalamus 

1.03 ±0.06 

rat 

Pituitary 

1.08 ± 0.24 (SE) 

neonatal sheep 1 (n=13) 

Pituitary 

1.13 ± 0.16 (SE) 

sheep 1 (n=7) 

Thalamus 

0.92 ± 0.07 

rat 

thalamus-midbra in 

0.62 ± 0,07 (SE) 

cat (n= 8 ) 

thalamus-midbra in 

1.64 ± 0,32 (SE) 

cat (n= 8 ) (hypercapnic) 

Hippocampus 

0.68 ± 0,06 

rat 

Cerebellum 

0.63 ± 0.04 

cat 

Cerebellum 

0.70 ± 0,07 

cat 

Cerebellum 

0.60 ± 0.08 (SE) 

cat ( 11 = 8 ) 

Cerebellum 

1.63 ±0,31 (SE) 

cat ( 11 = 8 ) (hypercapnic) 

Cerebellum 

0.40 ± 0,08 

monkey 

Cerebellum 

0.50 ± 0.02 

monkey 

Cerebellum 

0.78 ± 0,06 

pig 1 

Cerebellum 

1.31 ± 0.19 (SE) 

rat r ( 11 = 8 ) 

Cerebellum 

1.02 ± 0,12 (SE) 

rat (n=7) 

Cerebellum 

1.04 ± 0,08 (SE) 

rat (n=7) 

Cerebellum 

0.78 ± 0.07 (SE) 

rat (n=7) 
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2 

3 

18 

18 

18 

34 

34 

2 

3 

4 

2 

34 

34 

4 

18 

18 

18 

18 

34 

34 

37 

37 

4 

37 

37 

4 

34 

34 

4 

18 

18 

34 

34 

18 

18 

19 

31 

31 

31 

31 
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Cerebellum 

1.31 ± 0.19 (SE) 

rat r (n=8) 

31 

Cerebellum 

1.02 ± 0.12 (SE) 

rat (n=7) 

31 

Cerebellum 

1.04 ± 0.08 (SE) 

rat (n=7) 

31 

Cerebellum 

0.78 ± 0.07 (SE) 

rat (n=7) 

31 

Pons 

0.50 ± 0.03 (SE) 

cat (n=8) 

34 

Pons 

1.18 ± 0.25 (SE) 

cat (n=8) (hypercapnic) 

34 

Medulla 

0.37 ± 0.06 (SE) 

cat (n=8) 

34 

Medulla 

1.07 ± 0.20 (SE) 

cat (n=8) (hypercapnic) 

34 

Medulla 

0.84 ± 0.04 

rat 

4 

Brain stem 

0.52 ± 0.03 

cat 

18 

Brain stem 

0.58 ±0.03 

cat 

18 

Brain stem 

0.33 ± 0.06 

monkey 

18 

Brain stem 

0.36 ± 0.03 

monkey 

18 

Brain stem 

0.46 ± 0.06 

pig 1 

19 

Brain stem 

0.55 ± 0.05 (SE) 

cat (n=8) 

34 

Brain stem 

1.44 ± 0.28 (SE) 

cat (n=8) (hypercapnic) 

34 

Spinal cord 

0.22 ± 0.02 

cat 

18 

Spinal cord 

0.31 ± 0.03 

cat 

18 

Spinal cord 

0.20 ± 0.03 

monkey 

18 

Spinal cord 

0.21 ± 0.03 

monkey 

18 

Nerve, sciatic 

0.27 ± 0.03 (SE) 

rat(n-14) 

29 

inner cortex 

2.57 ± 0.22 (SE) 

sheep 11 (n=6) 

40 

inner cortex 

4.38 ± 1.19 

dog 

11 

inner cortex 

3.35 ± 0,42 

dog 

3 

inner cortex 

3.96 

dog 

7 

inner cortex 

3.24 ±0.004 

rabbit 

5 

inner cortex 

4.7 ± 0.4 

rat 

13 

outer 1/4 cortex 

4.24 ± 0,40 

dog 

12 

next 1/4 

6.24 ± 0.61 

dog 

12 

next 1/4 

3.55 ± 0.45 

dog 

12 

inner 1/4 

1.73 ±0.13 

dog 

12 

medulla 

0.35 ±0,09 (SE) 

sheeps (n=6) 

40 

medulla 

0.77 ±0.064 

dog 

3 

outer medulla 

1.2 

human 1 

6 

outer medulla 

1.30 

dog 

7 

outer medulla 

2.10 ±0,28 

dog 

11 

inner medulla 

0.25 

human 1 

6 

Adrenal gland 

7.62 ± 2.55 (SE) 

fetal sheep 1 (n=12 ) 

32 
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Kidney 

3.018 ± 0,412 (SE) 

dog (n=l 1) 

Kidney 

3.99 ± 0.88 (SD) 

rat 11 (12 mo old)(n=5) 

Kidney 

3.64 ±0.92 (SD) 

rat (n=10) 

Kidney 

4.82 ± 1.39 (SD) 

rat 1 (24 mo old)(n=5) 

Kidney 

2.31 ± 0.82 (SD) 

rat (n=7) 

Kidney 

1.54 ± 0.12 (SE) 

fetal sheep 1 (n=12) 

Kidney 

3.00 ± 0.14 (SE) 

neonatal sheep* (n=l. 

Kidney 

4.19 ± 0.32 (SE) 

sheep 1 (n=7) 

Kidney 

4.32 ± 0.30 

dog 

Kidney 

3.2 ± 0.3 

rabbit 

Kidney 

2.80 ± 0.05 

pig 1 

Kidney 

4.7 ± 0.3 

rat 

Kidney 

5.55 (4.87-8.76) 

rat (n=14) 

Kidney 

6.23 ± 0.49 

rat (n=9) 

Kidney 

4.38 ± 0.51 (SE) 

rat (n=7) 

Kidney 

4.38 ± 0.44 (SE) 

rat (n=7) 

Kidney 

7.63 ± 0.46 (SE) 

rat 1 (n=8) 

Kidney 

6.16 ± 0.39 (SE) 

rat (n=7) 

Kidney 

5.96 ± 0.42 (SE) 

rat (n=7) 

Kidney 

5.46 ± 0.53 (SE) 

rat (n=7) 

whole cortex 

4.0-5.0 

human 1 

whole cortex 

3.63 ± 0.54 
(range = 3.0-4,4) 

pig 

whole cortex 

3.71 ±0.284 

pig (n=4) 

whole cortex 

4.69 ± 0.347 

pig (n=6) 

whole cortex 

5.06 ± 0.251 

pig (n=6) 

whole cortex 

3.25 ± 0.20 (SE) 

sheep 1 (n=6) 

outer cortex 

3.81 ± 0.23 (SE) 

sheep 1 (n=6) 

outer cortex 

6,32 ± 0,33 

dog 

outer cortex 

7.56 ± 0.70 

dog 

outer cortex 

4,62 

dog 

outer cortex 

8,84 ± 0,014 

rabbit 

outer cortex 

8,7 ± 0.6 

rat 

middle cortex 

9.53 ± 0.013 

rabbit 
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36 

33 

33 

33 

33 

32 

37 

37 

3 

17 

19 

13 

26 

27 

30 

30 

31 

31 

31 

31 

6 

8 

25 

25 

25 

40 

40 

3 

11 

7 

5 

13 

5 


Adrenal gland 

1.83 ± 0.12 (SE) 

neonatal sheep (n=13) 

37 

Adrenal gland 

1.99 ±0.13 (SE) 

sheep 11 (n=7) 

37 

Adrenal gland 

1.341 ± 0.297 (SE) 

dog(n= 11) 

36 

Muscle 

skeletal 

0.027 (average) 

human 

16 

skeletal 

0.12 ± 0.02 (SE) 

neonatal sheep 1 (n=13) 

37 

skeletal 

0.04 ± 0.01 (SE) 

sheep* (n=7) 

37 

skeletal 

0.18 ± 0.07 (SD) 

rat* (12 mo old)(n=5) 

33 

skeletal 

0.03 ±0.01 (SD) 

rat (n= 10) 

33 

skeletal 

0.22 ± 0.12 (SD) 

rat* (24 mo old)(n=5) 

33 

skeletal 

0.05 ± 0.02 (SD) 

rat (n=7) 

33 

skeletal 

0.39 ± 0.20 (SD) 

rat (n=12) 

41 

resting thigh 

1.5 cm depth 

0.018 ± 0.011 

human 

14 

3.0 cm depth 

0.026 ± 0.013 

human* 

14 

resting thigh 

0.020-0.022 

human* 

15 

vastus medialis 

& triceps 

0.14 ± 0.03 

P‘g 

19 

gracilis 

0.049 ± 0.064 

dog 

2 

masse ter 

0.09 ± 0.01 (SE) 

rat (n=7) 

30 

cremaster 

0.16 ± 0.03 (SE) 

rat (n=7) 

30 

cremaster 

0.07 ± 0.018 (SE) 

rat 1 (n=8) 

31 

cremaster 

0.06 ± 0.008 (SE) 

rat (n=7) 

31 

cremaster 

0.05 ± 0.013 (SE) 

rat (n=7) 

31 

cremaster 

0.04 ± 0.012 (SE) 

rat (n=7) 

31 

diaphragm 

0.93 ± 0.19 (SE) 

rat 1 (n=8) 

31 

diaphragm 

0.22 ± 0.02 (SE) 

rat (n=7) 

31 
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diaphragm 

0.24 ± 0.04 (SE) 

rat (n=7) 

31 

diaphragm 

0.35 ± 0.04 (SE) 

rat (n=7) 

31 

diaphragm 

0,144 ± 0.017 (SE) 

dog (n= 11) 

36 

rectus abdominus 

0,18 ± 

0.029 (SE) 

rat* 1 (n=8) 

31 

rectus abdominus 

0.04 ± 

0.008 (SE) 

rat (n=7) 

31 

rectus abdominus 

0,09 ± 

0,025 (SE) 

rat (n=7) 

31 

rectus abdominus 

0.09 ± 

0.027 (SE) 

rat (n=7) 

31 

gastrocnemius 

0,11 ± 

0.022 (SE) 

rat 1 (n=8) 

31 

gastrocnemius 

0,04 ± 

0,003 (SE) 

rat (n=7) 

31 

gastrocnemius 

0,15 ± 

0,084 (SE) 

rat (n=7) 

31 

gastrocnemius 

0.06 ± 

0.019 (SE) 

rat (n=7) 

31 

tibialis anterior 

0.36 ± 

0.068 (SE) 

rat 1 (n=8) 

31 

tibialis anterior 

0.03 ± 

0.004 (SE) 

rat (n=7) 

31 
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tibialis anterior 

0.17 ± 0.11 (SE) 

rat (n=7) 

tibialis anterior 

0.08 ± 0.03 (SE) 

rat (n=7) 

psoas 

0.26 ± 0.034 (SE) 

rat 1 (n=8) 

psoas 

0.04 ± 0.004 (SE) 

rat (n=7) 

psoas 

0.09 ± 0.037 (SE) 

rat (n=7) 

psoas 

0.07 ± 0.022 (SE) 

rat (n=7) 

heart 

3.72 ± 0.45 (SE) 

fetal sheep 1 (n=12) 

heart 

2.16 ± 0.23 (SE) 

neonatal sheep 1 (n= 13) 

heart 

1.13 ± 0.09 (SE) 

sheep 1 (n=7) 

heart 

5.45 ± 0.59 (SE) 

rat (n=7) 

heart 

5.31 ± 0.59 (SE) 

rat 1 (n=8) 

heart 

2.83 ± 0.60 (SE) 

rat (n=7) 

heart 

2.23 ± 0.37 (SE) 

rat (n=7) 

heart 

3.19 ± 0.55 (SE) 

rat (n=7) 

heart 

6.61 ± 2.20 (SD) 

ra t (12 mo old)(n=5) 

heart 

5.45 ± 1.62 (SD) 

rat (n=10 ) 

heart 

8.66 ± 2.74 (SD) 

rat" (24 mo old)(n=5) 

heart 

3.67 ± 1.03 (SD) 

rat (n=7) 

right ventricle 

0.92 ± 0.12 

Pig 

left ventricle 

1,45 ±0.09 

pig' 

left ventricle 

1.58 ±0.13 

dog 

left ventricle 

1.09 ± 0.35 

dog 

left ventricle 

0.61 ± 0.41 

dog 

left ventricle 

0.88 ± 0.14 

dog 

epicardinm 

0.89 ± 0.14 

dog 

epicardium 

0.86 ± 0.14 

dog 

endocardium 

1.14 ± 0.18 

dog 

endocardium 

1.08 ± 0.18 

dog 

GI 

intestine 

0.47 ± 0.05 (SE) 

fetal sheep 1 (n=12) 

intestine 

0.389 ± 0.04 

dog 
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31 

31 

31 

31 

31 

31 

32 

37 

37 

30 

31 

31 

31 

31 

33 

33 

33 

33 

19 

19 

20 

21 

22 

23 

24 

24 

24 

24 

32 

3 


tract 

2.05 ± 0.25 

rat 1 (n=8) 

tract 

1.31 ±0.11 

rat (n=7) 

tract 

1.26 ± 0.09 

rat (n=7) 

tract 

1.19 ± 0.14 

rat (n=7) 

stomach 

1.27 ±0.21 (SE) 

rat' (n=8) 

stomach 

0.46 ± 0.04 (SE) 

rat (n=7) 

stomach 

0.53 ± 0.05 (SE) 

rat (n=7) 

stomach 

0.52 ± 0.07 (SE) 

rat (n=7) 

stomach 

1.31 ± 0.30 (SD) 

rat' (12 mo old)(n=5) 

stomach 

0.55 ± 0.21 (SD) 

rat (n=10) 

stomach 

1.50 ± 0.45 (SD) 

rat 1 (24 mo old)(n=5) 

stomach 

0.42 ± 0.21 (SD) 

rat (n=7) 

stomach 

0.53 ± 0.26 (SD) 

dog (n=12) 
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31 

31 

31 

31 

31 

31 

31 

31 

33 

33 

33 

33 

39 


duodenum 

1.11 ± 0,46 (SD) 

dog (n=12) 

duodenum 

0,901 ±0.132 (SE) 

dog (n=l 1) 

duodenum 

3,63 ± 0,70 (SD) 

rat* (12 mo old)(n=5) 

duodenum 

2.33 ± 0.89 (SD) 

rat (n=10) 

duodenum 

3.31 ± 0.64 (SD) 

rat 1 (24 mo old)(n=5) 

duodenum 

2.00 ± 0.76 (SD) 

rat (n=7) 

jejunum 

0.642 ± 0.086 (SE) 

dog (n= 11) 

jejunum 

0.263 ± 0.034 (SE) 

cat (n=12 

ileum 

0.498 ± 0.083 (SE) 

dog (n=l 1) 

small bowel 

1.00 ± 0.45 (SD) 

dog(n= 12) 

small bowel 

2.09 ± 0.17 (SE) 

neonatal sheep 1 (n= 13) 

small bowel 

0.81 ± 0.06 (SE) 

sheep 11 (n=7) 

small bowel 

2,81 ± 0.46 (SE) 

rat 1 (n=8) 

small bowel 

1,73 ± 0.18 (SE) 

rat (n=7) 

small bowel 

1,67 ± 0.13 (SE) 

rat (n=7) 

small bowel 

1.52 ± 0.20 (SE) 

rat (n=7) 

cecum 

1.89 ± 0.19 (SE) 

rat 1 (n=8) 

cecum 

1.52 ± 0.08 (SE) 

rat (n=7) 

cecum 

1.51 ±0.15 (SE) 

rat (n=7) 

cecum 

1.55 ± 0.22 (SE) 

rat (n=7) 

colon 

1.24 ± 0.57 (SD) 

dog(n=12) 

colon 

0.711 ± 0.065 (SE) 

dog (n=l 1) 

large bowel 

0.92 ± 0.06 (SE) 

neonatal sheep 1 (n=13) 

large bowel 

0.55 ± 0.09 (SE) 

sheep 11 (n=7) 

large bowel 

1.33 ± 0.29 (SE) 

rat 1 (n=8) 

large bowel 

0.66 ± 0.09 (SE) 

rat (n=7) 

large bowel 

0.59 ± 0.07 (SE) 

rat (n=7) 

large bowel 

0.70 ± 0.13 (SE) 

rat (n=7) 


39 

36 

33 

33 

33 

33 

36 

35 

36 

39 

37 

37 

31 

31 

31 

31 

31 

31 

31 

31 

39 

36 

37 

37 

31 

31 

31 

31 
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Pancreas 

0.008-0.016 

dog 

1 

Pancreas 

0.545 ± 0.070 (SE) 

dog (n=l 1) 

36 

Pancreas 

0.652 ± 0.26 (SD) 

dog (n=12) 

39 

Liver 




hep art. ± portal 

2.65 ± 0.530 

pig (n 4) 

25 

hep art ± portal 

2.53 ±0.184 

pig (n=6) 

25 

hep art. + portal 

3.17 ± 0.228 

pig (n=6) 

25 

hep art. ± portal 

1.40 ±0.15 fSE) 

rat 1 (n=8) 

31 

hep art. ± portal 

1.19 ± 0.07 (SE) 

rat (n=7) 

31 

hep art. + portal 

1.22 ± 0.09 (SE) 

rat (n=7) 

31 

hep art + portal 

1.25 ± 0.16 (SE) 

rat (n=7) 

31 


via portal vein 

1.25 

rat 

25 

via portal vein 

1.19 ± 0.12 (SE) 

rat r (n=8) 

31 

via portal vein 

0.98 ± 0.05 (SE) 

rat (n=7) 

31 

via portal vein 

0.98 ± 0.10 (SE) 

rat (n=7) 

31 

via portal vein 

0.93 ± 0.12 (SE) 

rat (n=7) 

31 

Prostate 

0.18 ± 0.02 

rat (n=9) 

27 

Prostate 

0.31-0.79 

dog(n=11) 

38 


Bone 


Femur 

0.096 ± 0.039 

rat 

9 

Tibia 

0.083 ± 0.032 

rat r 

9 

Femur 

0.14 ± 0.01 

Pig r 

19 

Skin 

0.20 ± 0.02 (SE) 

neonatal sheep r (n=13) 

37 

Skin 

0.09 ± 0.01 (SE) 

sheep' (n=7) 

37 

Skin 

0.18 ± 0.03 (SE) 

rat' (n=8) 

31 

Skin 

0.12 ± 0.03 (SE) 

rat (n=7) 

31 

Skin 

0.15 ± 0.02 (SE) 

rat (n=7) 

31 

Skin 

0.17 ± 0.02 (SE) 

rat (n=7) 

31 

Skin 

in the cold 

approx. 0,02 

human forearm 1 

10 
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via hepatic art. 

0.24 ± 0.04 

P‘8, 

via hepatic art. 

0.22 ± 0.04 

P‘g 

via hepatic art. 

0.15 ± 0.03 

rat (n=9) 

via hepatic art. 

0.22 ± 0.05 (SE) 

rat 1 (n=8) 

via hepatic art. 

0.21 ± 0.05 (SE) 

rat (n=7) 

via hepatic art. 

0.23 ± 0.02 (SE) 

rat (n=7) 

via hepatic art. 

0.31 ± 0.07 (SE) 

rat (n=7) 

via hepatic art. 

0.10 ±0.05 (SE) 

fetal sheep' (n=12) 

via hepatic art. 

0.10 ± 0.03 (SE) 

neonatal sheep' 1 (n=13) 

via hepatic art. 

0.14 ±0.05 (SE) 

sheep 1 (n=7) 

via hepatic art. 

0.02 ± 0.02 (SD) 

rat 1 (12 mo old)(n=5) 

via hepatic art. 

0.07 ± 0.04 (SD) 

rat (n=10) 

via hepatic art. 

0.03 ± 0.01 (SD) 

rat 1 (24 mo old)(n=5) 

via hepatic art. 

0.11 ± 0.07 (SD) 

rat (n=7) 

via hepatic art. 

0.178 ± 0.050 (SE) 

dog (n=l 1) 

via hepatic art. 

0.31 ± 0.30 (SD) 

rabbit (n=5) 

Spleen 

1.46 ± 0.14 

dog 

Spleen 

1.381 ± 0.199 (SE) 

dog (n=l 1) 

Spleen 

3.60 ± 0.16 

pig 1 

Spleen 

1.64 ± 0.14 (SE) 

rat' (n=8) 

Spleen 

1.52 ± 0.22 (SE) 

rat (n=7) 

Spleen 

2.35 ± 0.49 (SE) 

rat (n=7) 

Spleen 

2.01 ± 0.22 (SE) 

rat (n=7) 

Spleen 

5.43 ± 1.13 (SE) 

fetal sheep 1 (n= 12) 

Spleen 

4.03 ± 0.73 (SE) 

neonatal sheep 1 (n= 13) 

Spleen 

1.88 ± 0.27 (SE) 

sheep 1 (n=7) 

Spleen 

1.51 ± 0.54 (SD) 

rat 1 (12 mo old)(n=5) 

Spleen 

0.75 ± 0.37 (SD) 

rat (n=10) 

Spleen 

1.13 ± 0.38 (SD) 

rat 1 (24 mo old)(n=5) 

Spleen 

0.40 ± 0.15 (SD) 

rat (n=7) 

Prostate 

0.17 (.11-.21) 

rat (n=14) 


235 

DISTRIBUTION A: APPROVED FOR PUBLIC RELEASE; DISTRIBUTION UNLIMITED. 
PUBLIC AFFAIRS CASE NO. 11-069 


3 

19 

27 

31 

31 

31 

31 

32 

37 

37 

33 

33 

33 

33 

36 

42 

3 

36 

19 

31 

31 

31 

31 

32 

37 

37 

33 

33 

33 

33 

26 


thermoneutral 

0.04-0.05 

human forearm 11 

10 

hyperthermic 

near or >0.20 

human forearm 1 

10 

thermoneutral 

0.9 ± 0.09 

pig 

19 

Subcutaneous tissue 

0,48 ± 0.15 

rat (n=29) 

41 

Tumor 

0.25 ±0.11 

rat (n=12) 

41 


1.79 ± 0.70 

rabbit (n=5) 

42 

Fat 

0.21 ± 0.06 

pig 

19 

Testes 

0.45 ± 0.06 

rat (n=9) 

27 

Lungs 

1.14 ± 0.14 (SE) 

fetal sheep 1 (n=12) 

32 
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8.1 Introduction 

RF is the abbreviation for radio frequency, and RFR is the abbreviation for radio 
frequency electromagnetic radiation. RF includes those frequencies between 3 kHz and 300 
GHz. The corresponding wavelengths are 100,000 m and 1 mm respectively. People are 
exposed to RFR from many sources in their daily lives. These sources include radio, television, 
microwave ovens, radar, and cellular telephones. In medicine, exposures occur in the use of 
RFR emitting sources such as diathermy machines, patient monitors, MRI machines, 
electrocautery, and other surgical devices. 

This chapter summarizes the biological consequences of exposure to radio frequency 
electromagnetic energy. It also provides guidance for the proper management of overexposures. 
An overexposure is defined as an exposure to radio frequency radiation in excess of national 
safety limit standards. This chapter is written from a physician 4 s point of view. 

8.2 Safety Concerns of Electromagnetic Radiation 

There are a number of general comments that need to be made concerning the safety of 
electromagnetic radiation. Highly energetic forms, such as x-rays, are capable of dislodging 
electrons from atoms. It is this ionizing effect that can alter DNA and produce genetic mutations 
and other harmful effects. Furthermore, there is no threshold for this type of damage. That is, 
any amount of ionizing radiation is considered harmful. On the other hand, radio frequency 
electromagnetic waves do not possess sufficient energy to dislodge electrons and therefore do 
not pose the ionizing threat of x-rays. 

From a medical point of view, the non-ionizing nature of RFR is of utmost importance. 
RFR exposures do not cause the ionization, free radical production, and subsequent 
chromosomal damage, which may lead to cancer. Furthermore, there is no convincing evidence 
suggesting that RFR by any mechanism increases the risk of developing cancer. Whereas the 
effects of exposure to ionizing radiation are cumulative, this is not true for RFR. That is, 
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exposures to RFR at levels that individually do not cause any damage will not cause any damage 
even if repeated multiple times. Furthermore, whereas damage from ionizing radiation has no 
threshold, all established adverse biological effects from RFR have thresholds below which no 
harm results regardless of exposure duration. 

Radio frequency electromagnetic waves, although non-ionizing, can cause significant 
biologic damage if the power density is sufficiently high and the exposure duration is sufficiently 
long. For example, the common microwave oven operating at 2.45 GHz at power densities of 
800 W/cm 2 is capable of cooking tissue. Electromagnetic waves at frequencies lower than that of 
millimeter waves penetrate deeply into the body and cause heating of the entire body. However 
the penetration of millimeter waves is limited to just the outer layer of the skin, and heating, 
unless prolonged, remains very superficial. 

Nearly all of the known biological effects of radio frequency waves are thermal in nature. 
That is, the damage results from the magnitude and duration of the temperature elevation 
induced by absorption of the electromagnetic energy. Absorption of radiated energy depends 
upon the frequency and tissue properties, and has been studied extensively by many researchers 
including Dr. William Guy of the University of Washington, Dr. Om Gandhi of the University of 
Utah, Dr. Kenneth Foster of the University of Pennsylvania, and a number of excellent scientists 
in military laboratories. The biological effects for both man and animals are well understood, 
and the scientific literature is extensive. Excellent reviews can be obtained from the web sites of 
the IEEE Committee on Man and Radiation (IEEE-EMBS COMAR, n.d.), the World Health 
Organization (WHO, 1993), and the National Council on Radiation Protection and 
Measurements (NCRP, 1986). A particularly good and comprehensive review is included in the 
recently published IEEE Standard for Safety Levels with Respect to Human Exposure to Radio 
Frequency Electromagnetic Fields, 3 kHz to 300 GHz (IEEE Standard C95.1, 2005a). The 
journal Bioelectromagnetics has dedicated a supplement to presenting twelve -white papers” 
authoritatively covering many aspects of biological responses to RF radiation (Chou & 
D‘Andrea, 2003; Adair & Black, 2003; D‘Andrea, Adair, & de Lorge, 2003; Elwood, 2003; 
Heynick et al., 2003; Elder, 2003a; D‘Andrea, Chou, Johnston, & Adair, 2003; Elder, 2003b; 
Elder & Chou, 2003; Heynick & Merritt, 2003; Black & Heynick, 2003; Meltz, 2003). 

8.3 Radio frequency Radiation Injuries 

All established adverse biological effects of RFR are due to heating of the body by the 
absorption of the incident energy. The resulting temperature elevation depends on how well the 
body can dissipate the excess heat. In this regard, humans have an excellent capability for 
maintaining thermal homeostasis. Nevertheless, it is possible in high intensity exposures, for the 
RFR-induced heating to exceed the body's ability to dissipate the heat, resulting in a temperature 
elevation capable of destroying tissue. Tissues affected by poor blood perfusion are particularly 
vulnerable. For example, because of the lack of any blood supply to the lens, cataracts can result 
from high intensity overexposures. 

Temperature elevation, if sufficiently high, causes a number of well-known pathologic 
consequences. For example, at sustained temperatures above about 43 °C, proteins begin to 
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denature and coagulate. This can lead to cell membrane rupture and cell death. Temperatures 
above about 60 °C produce clinically recognizable bums. The amount of damage depends on the 
magnitude and the duration of the temperature elevation. The pathologic processes and 
histological appearances are similar for all bums. The major difference between ordinary bums 
and the thermal damage from RFR is in the distribution of the damage. In ordinary bums, 
heating occurs at the surface of the skin, which is an excellent thermal barrier to deeper 
penetration. Therefore, the primary site of damage lies within the skin close to the body surface. 
However, at some frequencies RF energy can penetrate deeper into the body, and heating can 
occur at places where conventional surface heating cannot reach. In fact, internal heating can be 
greater than at the skin surface. Medical diathermy is based on the ability of RFR to penetrate 
deeply and heat internal structures, such as muscles, ligaments, and tendons, without excessive 
heating of the skin. 

8.4 Burns and Pain Thresholds 

The temperature at the surface of the skin varies somewhat depending on the ambient 
temperature. Under typical room temperatures of 22-25 °C, the temperature at the skin surface 
will be about 34 °C. The ability to sense changes in skin temperature depends on the size and 
location of the exposed area and on the magnitude and rate of temperature rise. Under ideal 
conditions one can sense temperature changes as small as 1 °C or less. A change of several 
degrees is a common experience in our daily lives and creates no problem. However, if the 
temperature rises 10 °C or more, pain ensues. Numerous studies have shown that the threshold 
for feeling pain from surface heating is 44-45 °C (Blick et al., 1997; Walters et al., 2000). The 
higher the temperature elevation the greater is the pain, and if sufficiently high, tissue damage 
occurs. 


The amount of tissue damage depends on the magnitude and duration of the temperature 
elevation. The threshold for first-degree bums is 55-60 °C. First-degree bums are limited to just 
the outer layer of the skin, the epidermis, and are accompanied by reddening of the skin and 
some swelling. The threshold for second-degree bums is 60-65 °C. Second-degree bums affect 
all layers of the skin and are accompanied with intense pain and blister formation. Temperatures 
of 70 °C and above lead to third-degree bums which cause extensive damage to the entire skin 
and underlying muscle, fat, and possibly bone. Affected areas appear charred black, and if 
greater than 50% of the body surface third-degree bums can be lethal. 

First-degree burns heal rapidly without scarring. Second-degree bums heal but may 
leave some scarring. Third-degree bums are a very serious medical problem. Healing is difficult 
and often complicated by infection. Third-degree bums usually require skin grafting. There may 
be extensive scarring with muscle and tendon contractures limiting mobility. 

Studies have shown that there are no significant differences in the above thresholds 
because of gender or race. Furthermore, the above damage thresholds are found to be essentially 
the same for mice, rats, pigs, as well as man. Studies using rats showed that there were no 
significant differences between young and old rats in the threshold for tissue damage, but young 
rats suffered more injury from the most severe exposures. 
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The above analysis shows that there is a significant safety margin between skin 
temperatures causing pain and those causing burning. Temperatures between 45 and 55 °C will 
cause significant pain, but unless prolonged should not cause any damage to the skin. Newly 
developed non-lethal deterrent systems, utilizing high power millimeter waves, are designed to 
achieve this result. Because of the rapid superficial heating resulting from exposure to the 
millimeter wave beam, painful skin temperatures will develop within the first few seconds. By 
limiting the exposure intensity and duration to which any individual would be subjected, it 
should be possible to avoid injury. 

8.5 Ocular Damage 

The eye is vulnerable to various forms of radiation. Both ionizing and non-ionizing 
radiation, if sufficiently intense, can cause intraocular damage. The damage caused by radio 
frequency radiation results from the elevated temperature when the energy is absorbed by the 
intraocular tissues. In other parts of the body, there is a substantial blood flow that can 
effectively remove heat and minimize any increase in temperature. Within the eye, there is no 
blood flow surrounding the lens, and heat dissipation from this region is greatly diminished. 
Thermal buildup in the lens can lead to cell damage and cataract formation. Also vulnerable 
because of its exposed position is the cornea, the outermost covering of the eye consisting of a 
thin transparent layer of cells. Damage to the cornea, lens, or retina leads to visual impairment. 
Whereas, damage to the lens and retina tends to be permanent, damage to the cornea usually 
heals. 


Because of the vulnerability of the eye to radiation, the effects of RF radiation on the eye 
has been studied intensively over many years. Studies of RF induced cataract formation have 
shown a threshold in rabbits of a specific absorption rate of >150 W/kg in rabbits producing a 
temperature elevation to 41 °C for a period of 30 minutes (Carpenter, 1979; Foster et al., 1986). 
Furthermore, near-field exposures producing cataracts were so thermally distressing that whole- 
body temperature of rabbits rose to lethal levels (Elder, 2003a). The thresholds for humans is 
believed to be higher, and would be expected to produce unacceptable pain and damage to other 
parts of the eye and face prior to cataract formation (IEEE COMAR, 2002). 


A defect in retinal cone function was reported in a man exposed twice for 15 min to 
6000 MHz while inspecting a satellite antenna (Lim et al., 1993). The exposures were 
sufficiently intense to cause facial erythema, eyelid bums, bilateral foreign body sensation and 
blurred vision, but no cataracts were reported. These observations support the conclusion that 
the high exposure levels required to produce cataracts in the human eye would cause undesirable 
effects on other parts of the eye and face. 

Outstanding research on the effect of millimeter waves has been performed by Dr. John 
D‘Andrea and his colleagues at the US Naval Health Research Center. They have clearly 
established what effects will be seen from high power millimeter exposures to the eye, as well as 
the thresholds for these effects. Of greatest interest was the effect of 94 GHz as this is the 
frequency that has been selected for use in a non-lethal deterrent device based on a high power 
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millimeter wave beam. An important reason for choosing 94 GHz is that its penetration into the 
body is only 0.3 mm (Pakhomov et al., 1998). It doesn‘t enter into the eye any further than the 
cornea, and thus the lens, retina, or other intraocular structures are not affected. 

Because the amount of heating and potential damage depends on both exposure intensity 
and duration, the most pertinent physical quantity is energy fluence in units of joules per square 
centimeter (J/cm 2 ). The minimal intensity that can be sensed when the eye is exposed to 94 GHz 
energy is 0.003 J/cm 2 (at 4 mW/cm 2 ). This is very close to the 4.5 mW/cm 2 threshold for 
detection of this energy on the skin. The sensation felt at this threshold level is that of warmth, 
and corresponds to a temperature elevation of 0.1 °C. When the corneal temperature reaches 
43 °C, the sensation becomes painful and an involuntary avoidance behavior sets in. This 
avoidance behavior consists of blinking, turning away from the source, and moving one‘s hands 
in front of his eyes. The threshold for the avoidance behavior is 0.4 J/cm 2 . Blinking occurs in 
less than % second. In order to cause corneal damage in an awake human, the corneal 
temperature would need to rise to 55 °C within this amount of time. The threshold for a minimal 
lesion is 5 J/cm 2 . It consists of a small distinct swelling of the outermost layer of the cornea, and 
is reversible within 24-48 hours. The rapidity and effectiveness of the avoidance behavior has 
made it nearly impossible to cause corneal damage to unanesthetized mammals. In anesthetized 
animals it was possible to produce irreversible corneal damage when the exposure exceeded 27.7 
J/cm 2 . This damage would lead to significant corneal scarring and some loss of vision (Chalfin 
et al., 2002; Foster et al., 2003). 

Several studies have recently been performed to investigate whether the wearing of 
eyeglasses or contact lenses would create any special problem if an individual were exposed to a 
high power millimeter wave beam. 

One investigation was conducted to evaluate what effects eyeglasses, binoculars, or night 
vision goggles may have on absorption from a 94-GHz beam. Particular attention was paid to 
the possibility of the production of hotspots by reflections from the eyewear and focusing of the 
beam on the face. Using human face molds of muscle simulating gel material, it was shown that 
all face shapes absorb and scatter millimeter waves somewhat differently, due mainly to the 
shape and size of the nose. However, temperature rise in all cases were very similar and none of 
the face shapes showed any distinct focusing of the beam or -hot” spots caused by deflection of 
the beam any more than other shapes that were compared. When wearing no eyewear, it was 
observed that in all cases the highest temperature increase was located in the area of the cornea 
closest to the nose. When wearing night vision goggles and binoculars, the hottest spots were 
located outside the area of the eye, normally on the forehead or nose area. Overall, there was no 
unusual heating of the surface around the eye or face due to the eyewear and there was no 
indication of any focusing of the beam towards the area of the eye. 

Other studies looked for any effect that the wearing of contact lenses might have on 
exposure to the eye from a millimeter wave beam. Anesthetized pigs and rhesus monkeys were 
used. At moderate exposure levels (6 J/cm 2 ), there were no significant differences or damage 
observed whether or not contact lenses were worn. At high exposure levels (12 J/cm 2 ), the 
heating of the pig eye was slightly greater when contact lenses were present, but the difference 
was not considered significant. The investigators concluded that, under the conditions of the 
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studies, the wearing of contact lenses during 94-GHz exposure does not pose a greater risk than 
not wearing contacts. In real life exposures it is expected that alert subjects would blink, close 
their eyes, and if not constrained would flee from the millimeter wave beam long before tissue 
damage could occur from heating whether contacts were worn or not. 

In summary, 94-GHz exposures produce responses which are time and temperature 
dependent. Effects on the eye are highly dependent on energy density and, because the effective 
stimulus is joule heating, exposure duration is very important. The uncomfortable sensations 
produced by millimeter wave energy are closely tied to cornea and skin temperature. The above 
studies showed that wearing eyeglasses, contact lens, and other corrective eyewear should not 
significantly increase the risk of injury. Because of the innate protective spontaneous reactions, 
94-GHz millimeter wave beams have a satisfactory margin of safety to prevent serious injury to 
the eye when utilized as a non-lethal deterrent. 

8.6 Internal Organs 

Human thermoregulation is well developed and internal temperature is maintained at its 
-normal” body temperature, which is normally at 37 °C. Body temperature may vary plus or 
minus 1 °C in a day, or slightly more under vigorous exercise or in febrile conditions. These 
physiological temperature variations are well handled by the body. Prolonged temperature 
elevations above 43 °C are dangerous in that they cause protein denaturation, and ultimately cell 
death. Internal vital organs, such as the brain, heart, liver, and kidneys can be damaged by 
whole-body heating that occurs from exposure to all RF frequencies except for millimeter waves. 
The temperature elevation and physiological responses to RE heating has been studied 
intensively by Dr. Eleanor Adair. She has shown conclusively that exposures to RF levels 
below national safety limits do not cause sufficient heating of internal organs to cause any 
damage (Adair & Black, 2003). 

RF levels much higher than those permitted by national safety limits are capable of 
causing significant damage to internal organs. In order for damage to occur, sufficient energy 
has to reach these structures. The penetration of 94-GHz millimeter waves is so shallow that 
there is no possibility for the radiation to reach internal organs. The 94-GHz energy never gets 
beyond the outer layers of the skin. Nevertheless, the temperature of structures close to heated 
skin can be secondarily elevated by heat conduction through tissue. The amount of secondary 
heating depends on many factors. The most important are (1) the magnitude and duration of the 
elevated skin surface temperature, (2) the area of skin that is heated, (3) the distance of the 
internal structure from the skin surface, (4) blood flow, and (5) the type and amount of 
intervening tissue, especially fat. Subcutaneous fat is an excellent thermal insulator that serves 
to help maintain body temperature in both hot and cold climate environmental temperature 
extremes. 

A millimeter wave based non-lethal deterrent system in operation can be expected to 
raise the skin surface temperature to the point where an individual feels sufficient pain that he 
will remove himself from the beam. At the millimeter wave intensities being considered, 
intolerable pain would occur in just a few seconds. Away from the beam the temperature 
quickly returns to near normal levels. For the brief exposures contemplated, the actual mass of 
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tissue heated is small because of the shallow penetration and this heat is easily dissipated. Most 
of the absorbed heat is re-radiated to the environment over the next 10-20 seconds. The rest is 
carried away by the blood that circulates in the skin. The fraction that is conducted to structures 
deeper than the skin is negligible. Therefore, it is very unlikely for such a deterrent system to 
cause any detectable temperature rise in any of the internal vital organs. 

8.7 Long Term and Delayed Effects 

Adverse effects that last longer than 30 days are considered long term effects. Long term 
effects due to RF overexposures would be those resulting from severe bums. For example, scar 
formation and contractures following bums are long term effects. These would arise in 
situations in which the power density was very high and the pain experienced would be 
excruciating. Severe RF overexposures to the head could result in a post-concussion syndrome 
(IEEE COMAR, 2002). 

Delayed effects are adverse effects that don‘t show up immediately after sustaining an 
injury but appear later. For example, cancer may be a delayed effect of exposure to ionizing 
radiation in that it may not appear for ten years or more. In general, delayed effects would 
involve changes in gene expression brought about by DNA damage. Therefore there have been 
many studies investigating the possibility of DNA damage and genotoxicity resulting from RF 
exposures (Meltz, 2003; Vijayalaxmi et al., 1998; Vijayalaxmi et al., 2001). The weight of the 
evidence overwhelming indicates that RF does not cause DNA damage of other genotoxicity. 

Although the high power millimeter wave based non-lethal deterrent systems are 
designed to avoid any injury, it is possible that under some circumstances first or second-degree 
skin bums might occur. First-degree bums cause reddening of the skin and promptly heal with 
no sequelae. Second-degree bums cause blistering and can lead to scarring. Scarring is a long 
term effect. In some individuals, scarring leads to keloid formation, a delayed overgrowth of 
fibrous tissue surrounding the scar. Scars and keloids do not constitute a health issue, just a 
cosmetic one. Other than these, there are no foreseeable long term or delayed direct effects that 
could arise from use of the millimeter wave beam. Also, as mentioned previously, thermally 
induced bioeffects are not cumulative. That is, if a single exposure at a given level doesn‘t cause 
an adverse effect; multiple exposures at that level will not cause an adverse effect. Therefore if 
an individual is subjected to a repeated exposure to RFR on another day, there is no greater risk 
of injury than on the first day. In fact, experience has shown that individuals once exposed 
become more knowledgeable and tend to remove themselves from the beam more rapidly. This 
results in a lesser risk of injury from the second exposure. 

8.8 Pregnancy and Reproductive Organs 

Rapidly dividing cells are especially sensitive to the destructive action of heating. This is 
certainly true for sperm cells and for the embryo and developing fetus. Internal temperature 
elevations of more than 2 °C for an hour or more can suppress spermatogenesis and can cause 
developmental abnormalities in the fetus (Miller & Ziskin, 1989). The reduction in sperm 
production is only temporary. However, the fetal effects can be serious and permanent. A 
particularly vulnerable time is the period of organogenesis which occurs during the first 
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trimester. Possible abnormalities include neurological defects, cleft palate, and orthopedic 
deformities. Shorter exposure durations require higher temperature elevations to produce the 
same effects. Temperature elevations smaller than 2 °C do not cause these problems. Exposures 
to RF at or below national safety limits will not raise body temperature to even a 1 °C elevation, 
and therefore such exposures will not interfere with pregnancy or other reproductive functions. 
However, RF overexposures, if sufficiently intense and prolonged do pose a threat (Jensh, 1984a, 
1984b). 

8.9 Cancer 

Because of its seriousness, cancer is always a concern. It is well known that cancer can 
be caused by ionizing radiation, and many members of the public fear that it may be caused by 
non-ionizing radiation as well. However, there are many theoretical reasons to refute this belief 
as well as many experimental results showing that RF radiation is not carcinogenic (Heynick et 
al., 2003). 24 studies published since 1998 have shown no increase in cancer incidence in 
animals exposed to RF energy. Therefore, earlier studies reporting effects (5 out of the total of 
35) have not been confirmed by more recent and well-designed studies with good exposure 
assessment. 

Because millimeter waves are absorbed entirely within the skin, it is reasonable to 
assume that should cancer develop from exposure to this energy it would occur in the skin. 
Therefore, a number of recent studies have carefully examined the possibility that 94-GHz 
millimeter waves might cause skin cancer or promote the growth of skin cancer. Single and 
multiple exposures (2 exposures per week for 12 weeks) of 94-GHz radiation to mice do not 
cause any increase in the initiation or promotion of skin cancer (Mason et ah, 2001). These 
results are credible and consistent with a large body of past experimental results. Although it is 
scientifically impossible to prove that something can‘t happen, it would appear there is no 
statistical evidence to support the likelihood of cancer being caused by RF radiation. 

8.10 National Safety Standards 

In general, the greater the exposure to RFR the greater will be the likelihood and the 
severity of an adverse effect. However, if the exposure is below the threshold for all adverse 
effects, there is no known risk. Thresholds for RFR induced biological effects have been studied 
for over fifty years. The large literature on this subject has been repeatedly reviewed by 
professional societies, government agencies, and standard setting organizations. The 
reproducible adverse biological effect with the lowest threshold is a reduction in the rate of 
lever-pressing behavior in a number of laboratory animal species, including two types of 
monkeys. This response was typically observed to occur in association with prolonged (tens of 
minutes) RFR exposures producing a whole-body rate of energy absorption of 4 W/kg and a 
modest core temperature elevation of about 1 °C. National standards (IEEE C95.1, 2005a; FCC 
96-326, 1996) have set the maximum permissible exposure (MPE) for occupational workers 
equal to one tenth of this threshold, and equal to one-fiftieth for the general public. Extensive 
research has shown that the coupling of RF energy into the body depends on the frequency. In 
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order to compensate for this frequency dependence, the MPE has been designed to vary with 
frequency in a similar manner. See Tables 8-1 and 8-2. 

Table 8-1. Upper Tier (MPE for people in controlled environments). 


F requency range 
(MHz) 

RMS electric 
field strength (E) a 
(V/m) 

RMS magnetic field 
strength (H) a 
(A/m) 

RMS power density (S) 
E-field, H-field 
(W/m 2 ) 

Averaging time 
|£I 2 , \H\ 2 or S 
(min) 

0.1-1.0 

1842 

16-3 // M 

(9000, 100 000// M 2 ) b 

6 

1.0-30 

1842// M 

16.3// m 

(9000// M 2 , 100 000// M 2 ) 

6 

30-100 

61.4 

16.3// M 

(10, 100 000// M 2 ) 

6 

100-300 

61.4 

0.163 

10 

6 

300-3000 

- 

- 

/m/30 

6 

3000-30 000 

- 

- 

100 

19.63 // G 1079 

30 000-300 000 

- 

- 

100 

2.524// g 0 ' 476 

NOTE—is the frequency in MHz,^ is 

the frequency in GHz. 



a For exposures that are uniform over the dimensions of the body, such as certain far-field plane-wave exposures, the exposure 
field strengths and power densities are compared with the MPEs in the Table. For non-uniform exposures, the mean values of 
the exposure fields, as obtained by spatially averaging the squares of the field strengths or averaging the power densities over 
an area equivalent to the vertical cross section of the human body (projected area), or a smaller area depending on the 
frequency (see NOTES to Table 8 and Table 9 below), are compared with the MPEs in the Table. 

b These plane-wave equivalent power density values are commonly used as a convenient comparison with MPEs at higher fre¬ 
quencies and are displayed on some instruments in use. 
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Table 8-2. Action level (MPE for general public). 


Frequency range 
(MHz) 

RMS electric 
field strength (E) a 
(V/m) 

RMS magnetic field 
strength (H) a 
(A/m) 

RMS power density (S) 
E-field, H-field 
(W/m 2 ) 

Averaging time b 
\E\ 2 , |/7] 2 or S 
(min) 

0.1-1.34 

614 

16-3/At 

(1000. 100 000// m 2 ) c 

6 

6 ! 

1.34-3 

823.8// m 

16.3// m 

(1800// m 2 , 100 000// M 2 ) 

/m 2 / 0.3 

6 : 

3-30 

823.8// m 

16.3 // M 

(1800// m 2 , 100 000// m 2 ) 

30 

6 ; 

30-100 

27.5 

158.3// m 1668 

(2, 9 400 000// M 3 ' 336 ) 

30 

0.0636/ M ° 37 

100-400 

27.5 

0.0729 

2 

30 

30 

400-2000 

- 

- 

f M / 200 

30 

2000-5000 

- 

- 

10 

30 1 

5000-30 000 

- 

- 

10 

150//g 

30 000-100 000 

- 

- 

10 

25.24// q 0 ' 476 

100 000-300 000 

- 

- 

(90/ G —7000)/200 

5048/[(9/ g - 700)/ g °- 476 ] 

NOTE— -f M is the frequency in MHz,/ G 

is the frequency in GHz. 



a For exposures that are uniform over the dimensions of the body, such as certain far-field plane-wave exposures, the exposure field 
strengths and power densities are compared with the MPEs in the Table. For non-uniform exposures, the mean values of the expo¬ 
sure fields, as obtained by spatially averaging the squares of the field strengths or averaging the power densities over an area equiv¬ 
alent to the vertical cross section of the human body (projected area) or a smaller area depending on the frequency (see NOTES to 
Table 8 and Table 9 below), are compared with the MPEs in the Table. 

b Tlie left column is the averaging time for \E\ 2 , the right column is the averaging time for \H\ 2 . For frequencies greater than 400 
MHz, the averaging time is for power density S 

c These plane-wave equivalent power density values are commonly used as a convenient comparison with MPEs at higher frequen¬ 
cies and are displayed on some instruments in use. 


Recent research has shown that the MPE safety factor is actually greater than 10 for 
occupational workers and 50 for the general public for most frequencies and up to 250 for some 
frequencies. However, for frequencies from 1 to 3 GHz the safety factor may be as small as 25 
for a one-year-old child (IEEE C95.1, 2005a). 

Injurious exposures generally involve accidental exposure to very high level sources, 
under conditions in which the exposed individual cannot voluntarily remove himself or herself 
before excessive heating occurs. 

8.11 Likelihood of Overexposure 

Because of the promulgation and observance of RFR safety standards and regulations, the 
incidence of overexposure to the general public is rare. Overexposures, however, do occur when 
something goes wrong: such as when an engineer is on a roof top adjusting an antenna and 
someone inadvertently energizes a near-by transmitting antenna. Overexposures also occur 
sometimes to military personnel who inadvertently find themselves placed within a high power 
radar beam, or to workers who ignore warning signs and enter into restricted areas. These 
incidents are most often the result of human error or carelessness. Occupational workers are 
much more at risk than the general public. Unfortunately, there have also been a few reported 
incidents of people deliberately exposing others to hazardous levels of RFR; for example, there 
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have been two reported cases of infants being placed in microwave ovens (Alexander et al., 
1987). 


An overexposure is defined as an exposure exceeding the MPE, as defined in Tables 8-1 
and 8-2. However, the greatest exposure to the general public is from medical devices, such as 
diathermy machines, electrosurgical units, or other catheter-based devices for surgical 
procedures using microwaves. Typically these machines may emit 100 watts of 2450 MHz RFR, 
possessing power densities ranging from 100 - 1000 mW/cm 2 , or 5 to 50 times higher than the 
MPE for uncontrolled environments, and capable of producing very high exposures to localized 
parts of the body. In order to permit physicians to achieve the desired therapeutic benefit, 
diathermy devices and other devices used in medical treatment are exempted from the national 
standards. When used according to recommended practice, diathermy is generally considered 
safe. The clinical experience with diathermy, because of the relatively high RFR exposures, 
provides a helpful perspective on the possible consequences of overexposures. Non-medical 
RFR exposure levels are typically 100 or more times lower than those employed in diathermy. 

8.12 Signs and Symptoms of RFR Overexposure 

The vast majority of RFR overexposures result in no symptoms at all. Because of the 
large safety margin in existing standards, most people suffer no harm and are not even aware that 
they were overexposed. Upon learning that they had been exposed, some people develop acute 
anxiety reactions, and require reassurance if appropriate. 

The most common non-psychological symptom of overexposure is an internal warm 
sensation, located in the region of the body exposed to the RFR beam. The warm sensation turns 
into pain if the exposure is great enough and the person remains in the beam. Most often, an 
individual, upon feeling warmth, will move away from the beam and thereby limit the exposure. 
Because metals are highly conductive and tend to concentrate electromagnetic fields, additional 
heating could occur in the local vicinity of metallic objects, such as jewelry or metallic implants. 
Therefore, localized hot sensations and bums are possible even with whole-body exposures. For 
example, a hot sensation at the site of a metallic watchband (at the time of the overexposure) 
might be the only complaint from a person who had been overexposed. 

The medical consequences of thermal injury depend on what tissues are involved, how 
well they are perfused, and whether or not they can regenerate. Especially vulnerable to 
overexposures are the nervous system and the lens of the eye, neither of which regenerate. 
Heating of the testes can cause a temporary spermatopenia. Many of the acute symptoms, such 
as nausea, vomiting, headaches, loss of equilibrium, malaise, and fatigue are related to heating of 
the central nervous system. Some of the latter symptoms may be the result of anxiety rather than 
overheating per se. 

Long term effects can occur with high exposures. In addition to psychological problems, 
some of the acute symptoms can persist long after the overexposure. Also, organ damage may 
not be detectable until sometime after an overexposure. For example, cataract formation, 
dryness in the mouth, and palpitations may not occur immediately following an overexposure. 
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If an individual received an overexposure to his head, it is also possible for signs and symptoms 
similar to that of a post-concussion syndrome to develop. 

Except for the localized bums when present, there is very little objective medical 
evidence to substantiate damage from a possible overexposure. Most of the symptoms are non¬ 
specific, and it may be impossible to determine if they are in fact due to the overexposure. 

8.13 Management of RF Radiation Overexposures 

Radiation Incident Evaluation requires the expertise of both health physicists and medical 
personnel. The health physicist has the responsibility of evaluating the radiation incident. The 
medical officer or physician is responsible for evaluating the exposed person. 

8.14 Role of the Health Physicist 

8.14.1 Prevention 

The prevention of RFR overexposures is an important duty of a health physicist. The 
following necessary steps are described in the recently approved IEEE standard, Recommended 
Practice for Radio Frequency Safety Programs (IEEE C95.7, 2005b): 

• Be aware of all pertinent safety regulations 

• Have a Safety Program for individuals who may be exposed to levels exceeding the 
MPE lower tier (action level) 

• Monitor emissions on a regular basis 

• Ensure that appropriate warning signs are posted 

• Erect entrance warnings and guards if necessary 

• If RFR levels may exceed 10 times the MPE, additional warning is necessary: Use 
Flashing Lights, Audible Signals, Fences, and/or Interlocks as appropriate. 

8.14.2 Assessment 

In the event of an overexposure, the health physicist will need to evaluate the nature of 
the radiation source, the circumstances of the exposure, and the extent of human exposure. 
Actual measurements are nearly always preferable, but estimates derived from a theoretical 
analysis are useful if measurements are not possible. In any event, the following information 
should be obtained. 

• Determine the nature of the source: 

Military or Co mm ercial Designation of Source 

Operating Frequency 

Power, Peak and Temporal Average 

Mode of Operation 

Pulsing Scheme: Pulse width and Pulse Repetition Frequency 
Operating Parameters 
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Beam characteristics 
Scan or Rotation Rate, if any 

• Circumstances of exposure: 

Leaking waveguide? 

Close proximity to antenna? 

Within radar beam? 

Equipment failure? 

Human error on part of operator? 

Human error on part of patient? 

• Describe human exposure: 

Geometric relationship between source and human 

Distance to human 

Delineate exposed parts of body 

Estimate power density and duration of exposure 

Obtain any comments or sensations noted by involved personnel at the time of the 
incident 

8.14.3 Follow-Up 

• Do what is necessary to correct source of overexposure 

• Inspect to see that correction is maintained 

• Educate personnel of dangerous situations to avoid reoccurrence 

8.15 Role of the Physician 

A person brought to a physician because of a suspected RFR overexposure is invariably 
frightened and agitated. Reassurance to the patient will be helped by knowledge of the extent of 
the overexposure. The determination of whether or not an overexposure had occurred requires 
careful analysis by experts trained in RFR measurements and dosimetry. Many times there is 
actually no overexposure at all. For example, of 330 suspected individual overexposures 
occurring in US Air Force investigations, only 58 had actually exceeded the MPE (USAF OEHL 
REPORT, 1984). If no overexposure has occurred, it is only necessary to treat the patient for the 
anxiety reaction. 

Initial Medical Concerns: 

Medical emergency is very unlikely 
Anxiety is likely 

Patient should be calmed and reassured 
Ask Patient to relate facts 

Any acute symptoms will be due to heating: pain, bums, and redness of skin 
In all situations, treat symptomatically 

If an overexposure has occurred, an appropriate history and physical examination should 
be obtained. The patient should be questioned about what was felt during the overexposure. Did 
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the patient experience a warm sensation in the region of his body exposed to the RFR beam? If 
this is not the case, the likelihood of an adverse effect is very much lower, unless the individual 
has a pre-existing neural deficit in the region exposed. The symptoms occurring before and after 
the overexposure, in addition to those occurring during the overexposure should be recorded, as 
this information will be required if the incident goes to litigation. 

In cases where there is evidence of potential thermal injury, the physical examination 
should include an ophthalmologic exam, especially for lenticular opacities. If there is any 
evidence of possible damage, the patient should be referred to an ophthalmologist. The skin 
should be examined for areas of erythema and for surface bums in the vicinity of metallic 
objects. A neurologic exam should be performed to evaluate any paresthesias, paralysis, or 
possible injury to the central nervous system. 

Laboratory tests should be performed in accordance with the likelihood and the severity 
of the overexposure. If there are any cardiac symptoms present, an ECG should be performed. 
If there is suspicion that internal organ damage has occurred, appropriate serum enzyme levels 
should be obtained. An x-ray study may be helpful if the patient has any internally implanted 
metal objects. If there are significant neurologic symptoms, it may be helpful to obtain an EEG 
and/or an MRI examination of the involved region of the nervous system. 

Treatment of the conditions resulting from an RFR overexposure should be the same as 
that for treating similar injuries from any other cause. 

8.16 Special Considerations in the Medical Evaluation of an Overexposed Individual 
8.16.1 Ophthalmological Questions 

8.16.1.1 In the event of an RF overexposure, when should an ophthalmological 
examination be performed, and what should the ophthalmologist look 
for? 

The only credible ophthalmologic effects of RF overexposure are those due to thermal 
mechanisms. Therefore, the pathology to look for would be bums of the eye lids, lenticular 
cataracts, retinal bums, and other evidences of burns in the surrounding tissues. There are no 
known pathognomonic RF effects - this means that there are no unique pathologic changes that 
occur only from RF overexposure and not from other causes. 

The medical actions to be taken should be proportional to the likelihood and nature of 
damage. The hierarchy of indicated medical evaluation should be that by the health physicist, 
the on-site medical officer, the family practitioner, an ophthalmologist, and ultimately the super 
specialist for the specific pathology detected. If the health physicist thinks that there has been no 
overexposure and the exposed individual complains of no ophthalmologic symptoms, no further 
ophthalmologic examination is called for. 

If an overexposure is believed to have occurred and/or the exposed individual has 
symptoms, then an initial exam by a physician would be appropriate. If the physician is certain 
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that the individual has no eye problem, then it would not be necessary for examination by an 
ophthalmologist. If, on the other hand, the physician has any doubt about the existence of an eye 
injury, he would be advised to get an ophthalmology consultation. In most cases of eye damage, 
adequate care can be provided by the ophthalmologist. Only in very unusual or very severe 
cases would a super specialist be needed. 

The above is based on what the author considers to be good medical practice. Sometimes 
this has to be modified, especially when there is a high likelihood of litigation. In these cases, it 
may be advisable for physicians to refer to specialists unless they can be very positive that there 
is no pathology, and even then it might be prudent to obtain a second opinion. Unfortunately, 
there is no substantial body of knowledge amongst physicians relative to the specific medical 
management of RF overexposures and especially RF eye injuries. Therefore, the above 
comments and recommendations are those of the author. 

8.16.1.2 Why does the denaturation of the lens protein following an RFR 
overexposure continue for a period of 1 hour to 2-3 days? 

In general, there are two types of cell death: coagulation necrosis and apoptosis. 
Coagulation necrosis occurs when the temperature rises so high that there results very rapid 
protein coagulation and denaturation. The time line for this purely physical reaction starts from 
the time the temperature exceeds a threshold (time varying) and continually worsens for a matter 
of an hour or so. Apoptosis, on the other hand, has a lower threshold and involves a biological 
sequence of steps in a programmed death march, which usually takes 24 to 48 hours or more to 
become evident. In either case, the dead corneal cells are not removed and the opacity of the 
lens is affected. 

Although generally unaware of non-ionizing radiation effects, physicians are aware of 
ionizing radiation as a cause of delayed cataract formation, and may mistakenly think that 
cataracts might be likely following an RF radiation overexposure. Incidentally, in ionizing 
radiation-induced cataracts, the process is initiated by DNA damage and the resulting cataracts 
may not become evident for 10 years or more. 

8.16.1.3 Does the cataract formation get harder to see as the hours/days tick 

by? 

The cells of the lens that die are not removed as normally occurs in other parts of the 
body. Therefore, the formation of cataractous changes rarely regresses, and detection of the 
cataract should not become harder with time. In fact, one would expect cataracts to worsen with 
time, and their detection to become easier. 

8.16.1.4 How reliable is the ophthalmological slit lamp testing to record 
cataract changes one day after exposure? 

The slit lamp is accurate. There will be little variation amongst ophthalmologists unless 
the cataract is very small. A slit lamp exam one day following an exposure will almost surely 
detect a cataract that has occurred by that time. Since cataracts formation is naturally so 
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common with advancing age, the real problem with cataracts observed following RF radiation 
overexposure is proving that an existing cataract was not a result of the exposure. 

8.16.1.5 Is there any conceivable circumstance whereby a conscious person 
would be able to tolerate the sort of extreme and prolonged RF 
exposure required to induce a cataract? 

Under normal circumstances, the possibility of RF radiation overexposure causing 
cataracts in an exposed individual would be most unlikely. The only exceptions would be if the 
individual were anesthetized, paralyzed, or confined such that he could not extricate himself 
from the radiation beam. 

8.16.1.6 Is there any evidence of RF induced cataracts at radio broadcast 
frequencies (say below 700 MHz)? 

There are no reports of any individual who has ever developed cataracts because of 
exposure to radio broadcast frequencies, and I think it would be very unlikely. However, this is 
no reason to think that it could not happen for any exposure that would raise the in-situ 
temperature of the lens sufficiently high (above 50 °C) for a sufficiently long time (more than 15 
minutes). 

8.17 When and Why X-Rays Should Be Obtained 

A question may arise concerning the advisability of using x-rays in examining persons 
who received an RFR overexposure. The concept of using x-rays, an agent known to cause 
harm, in the evaluation of the effects of RFR, an agent with much less harmful potential, 
deserves careful consideration. 

The decision to perform an x-ray examination is a medical decision based on the 
anticipated value of the information to be gained compared to the added risk. If a person has 
been overexposed, but has no symptoms and no internal metallic devices, there is no need for an 
x-ray. 


If a person has been subjected to a severe overexposure and there are signs or symptoms 
of internal pathology that might be better evaluated by x-rays, then the appropriate radiographic 
studies should be performed. 

A more difficult decision arises when a person who has an internal metallic device such 
as an internal pacemaker or defibrillator is subject to an RF overexposure. 

Some reasons for doing an x-ray examination of implanted metallic objects are as follows: 

Detection and Evaluation of: 

1. Deformation, displacement or change in orientation of metal object 

2. Deterioration of metal prosthesis 

3. Breaking of wires in implanted device 

255 

DISTRIBUTION A: APPROVED FOR PUBLIC RELEASE; DISTRIBUTION UNLIMITED. 

PUBLIC AFFAIRS CASE NO. 11-069 


4. Degenerative changes in bone caused indirectly by a heated metallic 

implant 

Some reasons for not doing an x-ray examination following an RFR overexposure: 

1. Radiation hazard: 

There exists a very small but finite risk for producing cancer from an x-ray study. 
A typical study evaluating metallic implants would subject a patient to a radiation 
dose of approximately 10 mrem. The average radiation background exposure to a 
person living in the United States is approximately 300 mrem per year. 
Therefore, the added risk from such an examination would be considered very 
small. 

2. Cost of study 

3. Arousal of patient‘s concern of damage when in fact there was none. 

The decision whether or not to obtain an x-ray study will need to consider the suspected 
severity of the injuries, the patient‘s signs and symptoms, the cost, the likelihood of litigation if 
not performed, and perhaps most importantly the local standard of medical care. All things 
considered, it is probably advisable to obtain an x-ray examination of any implanted metal object 
following an RFR overexposure, except in those cases in which the exposure was sufficiently 
small that any internal damage would be considered highly unlikely. 

8.18 Specific Examples of Overexposures 

8.18.1 An Antenna Engineer Accidentally Hit with High Level RE and his Body 
Temperature Rose to 42 °C. 

8.18.1.1 If the Body Core Temperature Rose to 42 °C 

42 °C is a potentially lethal body core temperature and unless reduced very promptly, the 
victim will almost certainly die. Immediate actions should include: 

1. Removing the victim from further exposure. Turning off the power is best if it 
can be done promptly. Otherwise shield the victim and/or remove the victim from 
the radiating beam. The rescuer should minimize exposure to the extent possible 
and practical. 

2. Check for any serious bleeding and/or blockage of breathing. If any, treat this 
immediately. 

3. Cool body temperature as rapidly as possible. Place victim in an ice bath if 
available. If not available, hose down with cold water. If victim is conscious, 
have victim drink copious amounts of ice water. 
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4. Shock is likely and potentially lethal, so check blood pressure every 15 minutes 
for the first hour, and continue until blood pressure becomes stabilized. Treat 
with drugs (vasopressors), as required. 

5. If patient is conscious, the patient will probably be in much pain and will require 
analgesics, and very possibly narcotics. 

6. Transport to hospital. This injury is sufficiently serious that hospitalization will 
be necessary. 

8.18.1.2 If the Temperature Elevation to 42 °C Was Only Superficial 

If the temperature of 42 °C was confined to the skin and underlying tissues, but the body 
core temperature was not significantly elevated, a very different condition would exist. This 
would in general be much less serious. The severity will depend on the extent and depth of the 
temperature elevation, as well as the duration. The treatment will depend on the severity. The 
skin is able to withstand 42 °C without any injury, and if the exposure is limited to a small region 
of the body, the body‘s thermoregulatory mechanisms will be capable of preventing injury. Such 
small overexposures will not lead to the need for any more treatment than just supportive 
reassurance. 

8.19 A Case of Severe Overexposure 

A 48-year-old painter was working on an antenna on top of the Sears Building in Chicago 
when someone, not aware of the painter‘s presence, accidently turned on a 250,000 watt FM 
broadcasting transmitter. Within three minutes the painter started to feel a pleasant warm 
sensation, as it was cold working at such heights. The warm feeling became unpleasantly hot, 
with pain greater on his legs than his hands, and greater on his right than his left side. Within 
thirty minutes the leg pain became excruciating and the painter needed help to descend and go to 
an emergency room at a nearby hospital. 

In the emergency room, the patient was anxious and in much pain, especially in his legs. 
He experienced muscle cramps in his legs and was unable to support his own weight. 
Laboratory analysis revealed elevated CPK enzyme levels indicating muscle tissue damage. The 
patient was diagnosed as having deep and superficial bums of the right lower leg and foot. He 
was treated with narcotics and released the next day. 

At one week following the accident, he presented with blistering on his lower right leg 
and a swollen right foot. His muscles were soft and pliable. He had evidence of neurological 
damage. He had reduced 2-point discrimination in both feet. He was unable to tolerate the touch 
of a sock or shoe, a condition called hyperesthesia. He was treated with steroids, leg elevation, 
and bed rest. 

At three months following the accident, the patient showed slow but steady improvement. 
There was no acute inflammation, but he was weak because of prolonged inactivity. Residual 
stiffness developed in his right lower leg and ankle. A hyperpigmented scar could be seen on his 
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right lower leg. In addition to the bums, he was diagnosed as having some scarring of tendons in 
his right leg and foot. He was cleared for light duty, but unable to climb ladders. A course of 
physical therapy was in progress. 

Eight years have passed since the accident. The pain is gone. However, the patient still 
suffers from a number of symptoms and is psychologically depressed. He experiences a 
decrease in mental alertness, has difficulty in remembering, and is bothered by occasional 
headaches. He tires easily. He remains hypersensitive to heat, especially in his legs. 

This case is instructive as it shows what may occur in a very severe overexposure and 
provides a perspective for evaluating the consequences of smaller exposures. It shows that the 
acute damage that occurs is tissue burning and is accompanied by severe pain. Late 
consequences frequently include psychological depression in addition to the functional 
disabilities resulting from the bums. Also illustrated by this case is the fact that damage is 
localized to the regions of the body that are within the radiating beam. Another painter, who at 
the time of the accident, was working on the other side of the antenna experienced some warmth 
but no distress or injury. 

8.20 Medical Conditions Affecting Severity of Overexposure 
8.20.1 Influences of Medications 

Drugs can influence the effects of RF exposure in two ways: (1) by directly affecting 
thermal regulation, and (2) by decreasing awareness of being exposed. Many dmgs do both. 

Drugs, known as pyretics, actually cause an increase in body temperature, resulting in a 
feverish condition. Pyrogens include such dmgs as interferons, antibacterial agents, 
amphetamines, and anticholinergic agents. These dmgs would of course add to the heat load on 
a person being over exposed to RF radiation, and if sufficiently intense, would lead to increased 
tissue damage. The effects would presumably be additive. Other dmgs, such as opiates and 
some hormones are capable of raising the body temperature, albeit to a lesser degree than the 
pyretics. Alcohol, on the other hand, doesn‘t cause a temperature elevation directly, but does 
diminish the body‘s ability to regulate body temperature. 

Many dmgs affect alertness and can interfere with one‘s ability to sense being 
overexposed to a RF field. These dmgs include anesthetics, antihistamines, sedatives, alcohol, 
tranquilizers, and many psychoactive dmgs. Because more damage is expected the longer one is 
exposed to a high intensity RF field, the presence of these dmgs would constitute an elevated 
risk. 


It must be noted that no adverse effect of RF exposure to individuals under the influence 
of any of the above dmgs would be possible unless the exposure was significantly above MPE 
values. At levels at or below MPE values, RF fields would not adversely affect any individual 
on or off any of these dmgs. 
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8.20.2 Presence of Medical Devices or Metallic Implants 

In general, all metallic objects are conductive and will tend to concentrate 
electromagnetic fields in their immediate surroundings. Heating effects will be enhanced in the 
presence of metallic objects, such as jewelry or implanted metallic medical devices. In some 
industrial accidents where very relatively high RF fields were involved, the only damages noted 
were skin bums around wrist watches and rings. Thus, the presence of these metallic objects 
does represent an increased risk. However, it is doubtful that RF fields at or below MPE levels 
would be concentrated sufficiently to cause any harm to individuals with internal or external 
metallic objects. 

Another concern resulting from RF overexposures is interference with the normal 
working of cardiac pacemakers, internal defibrillators, and other electronic medical devices. 
Sufficiently high electric fields can trigger some of these devices, especially if they are not 
properly designed to suppress electromagnetic interference. 

8.20.3 Medical Conditions Associated with Heat Intolerance 

There are a number of medical conditions which are marked by a discomfort or 
worsening of symptoms due to relatively small increases in external temperature. These 
conditions result from a variety of causes. In general, the distress is temporary and completely 
relieved once the individuaTs temperature returns to normal. Some forms of heat intolerance are 
due to a decreased ability to cool the body by sweating, such as would occur in anhidrosis and 
some spinal cord injuries. Others are caused by diseases causing an increase in body temperature 
such as febrile diseases and thyrotoxicosis. Heat intolerance is sometimes associated with some 
vascular conditions, menopausal heat flashes, and certain drugs. A high incidence (as much as 
85%) of heat intolerance occurs in multiple sclerosis, where it is particularly noticeable. 

Multiple Sclerosis is a disease of the nervous system characterized by a patchy loss of the 
myelin surrounding nerve fibers. This loss affects the transmission of nerve impulses and 
produces the symptoms of multiple sclerosis. The demyelinated nerves are heat sensitive, and 
small increases in temperature lead to a worsening of clinical symptoms such as muscle 
weakness and visual blurring. The magnitude of temperature elevation sufficient to induce this 
unfavorable reaction can be very small, perhaps as small as a few tenths of a degree. The 
exacerbation of symptoms is temporary, producing no actual tissue damage, and is generally 
rapidly reversed when the source of the increased temperature is removed. Home air 
conditioning is frequently prescribed for patients with multiple sclerosis, if they do not have it 
already. 

Very severe RFR overexposures can injure nerves and lead to persistent localized heat 
intolerances. However, there is no evidence that that would warrant expectation of any neural 
damage or heat intolerance to RFR exposures that are near or below national safety limits. 
Furthermore, there is no evidence that chronic exposure to RF fields causes multiple sclerosis or 
any of the above clinical conditions. 
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9.1 Introduction - The Need for Incident Field Dosimetry 

We are literally surrounded by electromagnetic radiation and fields, from both natural 
and man-made sources. The identification and control of man-made sources of all forms of non¬ 
ionizing radiation has become a high priority of radiation safety professionals in recent years. 
For the purposes of this chapter, we will consider radio frequency radiation (RFR) to cover the 
frequencies from 3 kHz to 300 MHz, and microwaves from 300 MHz to 300 GHz, and will use 
the term RFR interchangeably to describe both. Electromagnetic radiation and fields below 3 
kHz are considered Extremely Low Frequency (ELF) and is beyond the scope of this chapter. 
Unlike x- and gamma radiation, RFR is non-ionizing. The energy of any RFR photon is 
insufficient to produce ionizations in matter. The measurement and control of RFR hazards is 
therefore fundamentally different from ionizing radiation. The purpose of this chapter is to 
acquaint the reader with the fundamental issues involved in measuring RFR fields with currently 
available instrumentation, with particular emphasis on body mounted personal monitoring 
devices. In a certain sense, personal RFR monitors have existed since the infancy of the science; 
witnessed by the use of small fluorescent tubes to look for leaks in waveguides. These tubes 
would illuminate without the presence of an applied current when an intense enough RFR field 
was present. 

Understanding of the physical properties of electromagnetic waves and the components 
of the electromagnetic spectrum are absolutely essential in order to measure non-ionizing 
radiation and fields. Electromagnetic energy can have many forms: static electric or magnetic 
fields; power frequency ELF fields, RFR and microwaves, optical radiations (infrared, light and 
ultraviolet); and the ionizing radiations. Ionizing radiations, such as x-rays and gamma rays, 
have extremely high frequencies (i.e., very high energy) and are able to produce ionization 
(positive and negative electrically charged molecules) by breaking the bonds that hold molecules 
in cells together. Non-ionizing radiation, on the other hand, has very small amounts of photon 
energy and is much too weak to be able to break these molecular bonds. Therefore, even high 
intensity non-ionizing radiation cannot cause ionization or radioactivity in the body. Figure 9-1 
below shows the electromagnetic spectrum, along with the frequency and location in the 
spectrum of each radiation and field. 
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Figure 9-1. The Electromagnetic Spectrum. 

There is also a need to measure the fields associated with new modalities such as high- 
powered microwave (HPM) and ultra-wide band sources (UWB). As these come into more 
general usage, present day monitors will have to be modified to measure these fields. 

9.2 Physics of Electromagnetic Waves 

The information in this section is a summation of the basic information required to 
understand the basic physics of electromagnetic waves. More in-depth treatment of the subject 
can be found in a number of other references (Leonowich, 1992, 1997). 

Electromagnetic energy is propagated through space in the form of a wave as shown in 
Figure 9-2. For plane waves traveling in free space, the electric field vector E and the magnetic 
field vector H are mutually orthogonal and are in phase - i.e. maxima and minima occur at the 
same point in time and space. The units of E are volts/meter (V m' 1 ) and for H amperes/meter 
(Am' 1 ). 
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When RFR is sufficiently far away from a radiation source (the so-called far field), the 
orthogonal relationship between the E and H field vectors is taken for granted. The energy 
carried in an electromagnetic wave is usually expressed in terms of the energy passing through a 
fixed area per unit time. For an electromagnetic wave this power density S at any point may be 
calculated from the vector product of the electric and magnetic field strength vectors, i.e., E x H 
= P. P is called Poynting’s Vector and represents the power density and the direction of energy 
propagation. The Poynting vector points in the direction in which the electromagnetic wave is 
traveling, thus transporting energy in that direction. The magnitude of the power density 
propagated in the wave can be calculated from the vector product: 


ExH| = |e| |h| sin© . 


( 1 ) 


For 0 = 90°, as is the case for a plane wave in free space: 


ExH| = Ie| IH 


( 2 ) 
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Note that if E has dimensions of V m' 1 and H is in units of A m' 1 the dimensions of P and/or S 
are given in W m' 2 . In the United States, typically in hazard analyses S is expressed in milliwatts 

per square centimeter (mW cm -2 ). Power density W m' 2 can be equated to E and H as follows: 

Eq. X.3 S = E 2 / 377 = 377 H 2 . (3) 

Polarization is another important property of electromagnetic waves and is characterized 
by the oscillatory behavior and orientation of the electric field vector. A wave referred to as 
being linearly polarized means that the electric field vector varies in amplitude in only one 
direction as it travels. It is conventional to describe polarization in terms of the electric field 
only, not the magnetic field. An electromagnetic wave may exhibit linear, circular, elliptical, or 
random polarization (such as in a light bulb). A receiver (or absorber) of electromagnetic 
radiation must have the same sense of polarization as the incident wave for it to be detected or 
absorb energy from it most efficiently . 

Suppose we could "freeze" the motion of an electromagnetic wave traveling in free space 
that we have previously discussed and take a snapshot of its E and H fields. The ratio of the 
electric field strength to the magnetic field strength is known as the characteristic impedance (or 
wave impedance Z 0 ) of free space. Therefore: 

X.4 Z 0 = |E/H| . (4) 

Note that Z 0 is the ratio of E to H and is independent of their absolute magnitudes and has a 

value of 12071 or approximately 377 ohms. Therefore, in the far field, if one can measure either 
field component (E or H), it is easy to calculate the other. Unfortunately, in many cases 
measurements are needed to be made in the so-called “near field”, where the orthogonal 
relationship between E and H does not hold. In this case, both E and H fields must be measured. 
It is usually assumed that near field conditions are present below 300 MHz; certainly this is true 
for emitters with frequencies below 100 MHz. 

Table 9-1 lists both the dose and exposure metrics associated with RFR safety standards. 
As can be seen, for a very large portion of the RFR spectrum (100 kHz - 10 GHz), Specific 
Absorption Rate (SAR) in W kg' 1 is the dose metric of importance. SAR is a measure of the 
thermal load induced in biological material exposed to RFR. Unfortunately, SAR is a difficult 
parameter to measure outside of the laboratory. However, it is possible to equate SAR to 
external E and H fields, as well as to currents (I) induced in the body. Above 10 GHz, the dose 
and exposure metric are identical, and can easily be measured by making an E-field 
measurement and using Equation X.3. Therefore, all RFR safety instrumentation measures E 2 , 
H 2 or I 2 . None measure power density directly. 
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Table 9-1. Metrics in exposure standards for RFR. 


Frequency range 

Biomechanism 

Dose metric 

Exposure metrics* 

VLF / LF 
(3 kHz-10 MHz) 

Neuromuscular 

stimulation 

Current density in 
excitable tissues 

E, H, induced currents & 
contact currents (I) 

Intermediate RFR 
(MF - SHF) 

(100 kHz-10 
GHz) 

Tissue heating 
(whole body and 
localized); below 

10 MHz current 
density limits are 
also applied. 

Specific 

Absorption Rate 
(SAR) in W/kg 

E 2 , H 2 (<300 MHz), I 2 
from induced currents, 

& contact currents (<100 
MHz) 

Millimeter 
Wavelength 
Microwaves 
(10-300 GHz) 

Surface heating 

Power Density 

In W/m 2 

E 2 , Power Density 

In W/m 2 


*A11 RFR exposure metric magnitudes are root-mean-squared (RMS) values. 


9.3 Development of Broadband Instrumentation for Measuring RFR Fields 

Characterization of field strengths for RFR safety applications is a demanding task. High 
level, or potentially high level, fields need to be compared against national and international 
standards. Standards, while providing excellent information about the field limits and their 
biological basis, typically provide little information about instrumentation used to demonstrate 
compliance. 

Most measurements are performed with wideband instrumentation consisting of a 
metering instrument and a broadband field probe. The broadband field probe is comprised of 
isotropically mounted antennas, which are the detector (in the case of thermocouple arrays) or 
have a detector at their junction (as a diode based system, see Figure 9-3). The advantages of 
these types of systems over narrowband (i.e., small frequency range) equipment, is that they are 
able to measure the total field strength of multiple sources simultaneously. With isotropic sensor 
designs, wideband sensors can accurately sum these fields, regardless of the polarization 
employed, or the direction of propagation. This assumes that the detector attached to the antenna 
is accurately processing the incoming waveform, which is not always the case. Little information 
is available to the user about how their instrument will fare in other than ideal situations. In 
most, if not all situations, the detector used will be affected by outside forces. Effects of signal 
type (frequency, modulation, harmonic content, number of signals) and environment 
(temperature, humidity, etc.) can seriously degrade measurement accuracy. 
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Figure 9-3. Typical isotropic RFR field sensor using three orthogonal elements. 

Documents such as IEEE C95.3-2002 (IEEE, 2002), provide detailed information about 
sensor technology, but very little guidance as to when and where a particular sensor will operate 
with the highest accuracy. In order to perform proper measurements of radiated fields, an 
operator needs to be aware of the sensor and its characteristics. This next section introduces the 
various types of sensors available and their characteristics. The most important are the diode, 
compensated diode and thermocouple type of sensors. 

9.4 Development of RFR Instrumentation 

Measurements of RFR fields for safety purposes have been performed over the last 30 
years or so with broadband equipment. The average user is usually unaware of design 
limitations and compromises that different manufacturers have reached for their particular 
customer base or measurement philosophy. These compromises will dictate how well an 
instrument will perform in a given RFR environment. Approximately 35 years ago, the 
commercialization of microwave ovens generated a need for instrumentation operating at 915 
and 2450 MHz in order to obtain leakage information for manufacturers and repair organizations. 
Awareness of RFR energy and its possible effects lead to developments of broader frequency 
range monitors that at first were circularly polarized in an attempt to respond to all polarizations. 
These instruments were therefore not isotropic in their detection capability and their 
effectiveness was markedly affected by geometric considerations. Without prior knowledge of 
the field to be measured it was therefore quite possible to make a totally erroneous conclusion on 
the amount of RFR energy present. These initial products were very broadband for their time, 
covering the spectrum from 1 - 14 GHz by the use of thermistor detectors. While the thermistor 
was very linear in its response, the receiving antenna design was not, necessitating multiple 
frequency calibrations to overcome polarization and frequency sensitivity errors of up to 10 
decibels (dB). The next generation of these circularly polarized monitors incorporated 
thermocouple detectors and improved antenna designs that reduced frequency sensitivity errors 
to about 6 dB. About 25 years ago the first isotropic detection probes came on the market. 
Electric field probes were made available covering the spectrum from 300 MHz to 18 GHz with 
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a frequency sensitivity of only 3 dB, and a measuring range of 30 dB. During the early 1970‘s 
there were also many advances in calibration methods and procedures for quantifying RFR fields 
from then United States National Bureau of Standards (now NIST). Near field calculations and 
transverse electromagnetic (TEM cell) developments allowed for even higher calibration 
accuracies over a broad range of frequencies to uncertainties of ± 0.5 dB. Also in this time 
period the development of magnetic field probes was accomplished in part to measure the 
magnetic fields associated with high frequency (HF) communication systems. The impetus for 
the development of much of this isotropic instrumentation was the United States military, in 
particular the U.S. Air Force. The development of this broadband instrumentation overcame 
many of the problems associated with the earlier measurement equipment. Previously tedious 
measurements with narrowband equipment were replaced with broad sensors covering many 
decades of frequency. Standards had constant field limits over frequency during this period of 
time. Approximately 20 years ago, RFR standards became frequency dependent as research 
determined the need to further limit the fields at the human resonant frequencies, due to 
increased absorption of RF energy. In addition, fields tested (E and/or H) changed depending on 
the particular standard, and frequency of emitters. Sensors have not changed as much as the 
instrumentation used to display the field detected. The main reason for this is that most limits 
are still based on the root mean square (RMS), time averaged field level. Since it is the RMS 
average power level available to do the work, or create the heating of tissue, thermal limits still 
dominate field limit considerations. New metering instruments simplify the recording of 
surveys, but the field probe determines the overall accuracy. Some meters can enhance accuracy 
by compensating for temperature or measurement level errors, particularly when diodes are 
employed as sensors. 

9.5 Detectors for RFR: Diodes Versus Thermocouples 

All currently available RFR instrumentation relies on either diodes or thermocouples as 
detectors. A modem broadband RFR survey meter, incorporating probe, cable and meter is 
shown in Figure 9-4. 



Figure 9-4. Modern Broadband RFR Survey Meter (courtesy of L-3 Communications, NARDA East). 
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Diode sensors have been used for measurements of RF and microwave power for many 
years. Semiconductor diodes are used routinely to measure absolute RF power. Diodes exhibit 
many characteristics that make them desirable for measuring RFR, but also do have 
disadvantages. They are relatively cheap and rugged. Diodes work well at low RFR field levels 
when the diode is in its -square law” region. A diode is a non-linear device, which when 
operated at higher levels will detect peak rather than average levels of RFR, as shown in Figure 
9-5. Diodes are therefore not recommended for multiple signals or pulsed environments. They 
do, however, have intrinsic -zero stability” and seldom drift. 



Figure 9-5. Diode linearity versus input level. 


The RF induced current in a diode can be represented mathematically as: 


I = I s [exp(Vj/V t ) - 1] . (5) 

The characteristics of the diode are reflected in the -thermal-voltage”, V t and the reverse 
saturation current I s . This current is a function of device area, materials used to form the 
junction, and temperature. The temperature dependence is very important because most of the 
change in detector performance can be related to variations in I s , which changes by 
approximately a factor of 2 every 20 °C. Therefore, it is imperative that a diode field sensor 
incorporate at least a basic temperature compensation circuit to correct for I s variations. There 
are some improvements to accuracy that metering instruments used with diodes can perform. 
The most common is to correct for linearity errors in diode detectors. Circuits that compensate 
diode output will only correct for the diode‘s response to a particular signal, generally a sinusoid. 
If the signal is not sinusoidal, the relationship of peak to RMS voltage (power) is different and 
results in an error for the power measurement. The second accuracy enhancement is to 
compensate for the diode temperature sensitivity. This sensitivity can be quite large, as much as 
a 2:1 change for 20 °C. Compensated diode sensors can be utilized for multiple-signal 
environments, but are not recommended for pulse modulated emitter measurements. 
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Thermocouple detectors have been the detection technology of choice for sensing 
microwave frequencies since their introduction in the late 1960‘s. The main reason for this being 
that they feature, unlike diodes, inherent square-law detection characteristic (input RF power is 
proportional to DC voltage out). The energy of the pulse is detected by a series of 
thermocouples arranged in series to form a resistive dipole antenna. As is well known, energy is 
deposited at the speed of light. Since thermocouples are heat-based sensors, they are true 
-averaging detectors.” This recommends them for all types of signals formats from CW to 
complex digital phase modulations. 

Thermocouples are based on the fact that dissimilar metals generate a voltage 
proportional to temperature differences at a hot and cold junction of two metals. Probes that 
utilize thermocouple detectors function in two different modes. Between 300 MHz and 18 GHz, 
they operate as a resistive dipole. Above 12 GHz, it utilizes the phase delay of a traveling wave 
to produce additional output. As a resistive dipole, in the 1500 MHz to 18 GHz region, each 
probe contains three pair of mutually perpendicular elements, as shown in Figure 9-6. Resistive 
thermocouples are distributed along the length of the dipole at a spacing that will not permit 
resonance over the operating range of frequencies. The dipole may be viewed as a group of 
series-connected small resistive dipoles or as a very low Q resonant circuit. 



Figure 9-6. Typical thermocouple antenna array (courtesy of L-3 Communications, NARDA East). 


Negative points associated with thermocouples are inherently lower output voltage than 
diodes causing -zero drift” and lower overload level. Early thermocouple based detectors 
exhibited excellent accuracy in complex, modulated field environments but were limited by 
overload specifications that a careless operator could exceed, thereby damaging or destroying 
these probes, although state of the art thermocouples now have overload protection of at least 
2000% of full scale reading or 13 dB. 
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9.6 Measurement Problems and the Selection of Equipment 

With any diode-based detector, there will be a point within its dynamic range (or distance 
from the RFR emitter) where it neither underestimates nor overestimates the average field 
reading. It may not be accurate except for this one point, or level, in front of the radar. Both 
diode and thermocouple sensors were recently tested by the author in front of the ROLAND air 
defense radar system (Figure 9-7). The Roland system features a fast rotating (60-rpm) radar 
with a minimal pulse width (400 nanoseconds pulse width, 5 kHz pulse repetition frequency). 
The diode sensor generated a reading that was 6 dB (a factor of four!) lower than the 
thermocouple probe. This disparity of values was to be expected, since the pulse width is short 
compared to the period required for a diode to perform accurate detection. In addition, other 
systems, such as the multi-emitter environment found at many military and telecommunication 
sites also require the appropriate selection of instrumentation since the RF fields around these 
systems are quite complex. With appropriate broadband equipment, measuring levels of RF 
around such systems when the RF levels are within 10 dB of the uncontrolled limits of IEEE or 
the public limits of the US FCC is entirely feasible. Shaped probe technology, which read out in 
-percent of standard,” are particularly useful in the multi-emitter environment. It is therefore 
imperative that the surveyor has comprehensive knowledge of the ambient RF environment 
before beginning a survey. 



Figure 9-7. Roland Air Defense System is an example of a system where diode based detection is inadequate 
to measure the RFR. 

There are presently a number of different companies which market broadband RFR 
survey equipment. What, then, are some of the attributes of broadband instrumentation that the 
surveyor should keep in mind when selecting such equipment to perform an RFR field survey? 
Selection of the appropriate instrument depends on a number of factors that should be clearly 
understood before the instrument is obtained and include such issues as the ability to do spatial 
averaging, tolerance to in and out-of-band interference (particularly if magnetic fields are to be 
measured), and limitations of near field accuracy. Time and spatial averaging, required by the 
present IEEE RFR standard (IEEE, 1999), is often neglected in practice. Spatial averaging offers 
a much more useful picture of the actual exposure situation than a single point measurement. 
Therefore, in performing RFR field measurements where highly localized fields exist, spatial 
averaging techniques should be applied. In continuous field applications, like those found 
around RF induction sealers, measurements may be performed at different portions of the body 
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and averaged together manually. In the case of rotating radar where field levels are varying 
constantly, a time averaging capability is the only way to truly measure, and average, the total 
exposure. There are currently meters and personal monitors available that can perform this 
averaging automatically, assisting in determining time averaged exposure. There is at least one 
meter marketed which can perform spatial averaging over the body or workplace area and show 
the result automatically. This system has a "pause" feature that allows horizontal and vertical 
scan averages to be summed so that one can determine averages in multiple planes or for cubic 
areas. There is no doubt that continued advances in microprocessor technology will produce 
modules which will be able to perform all these functions, and because of their small size will 
produce minimal perturbations in the ambient RFR field. Early magnetic field probes of certain 
designs were not truly isotropic. A phenomena known as "spatial shadowing" existed wherein 
one or more of the three orthogonally mounted detector loops did not allow the same flux lines to 
pass through all loops. This was caused by the three loops not having a common vertex. Later 
designs have corrected this source of error. Nonetheless, these probes were still difficult, if not 
impossible, to use in multiple emitter applications because of their erroneous response to signals 
above their operating frequencies. Away from the controlled laboratory environment, where 
emitters are present throughout the frequency spectrum, large measurement errors are present 
when an out-of-band transmitter exists nearby a survey area. Newly designed magnetic field 
probes are now available that greatly enhances the accuracy and operator confidence in magnetic 
field measurements. Nonetheless, magnetic field measurements of low frequency emitters can 
be a difficult exercise for the novice surveyor and should not be accomplished without first 
understanding the limitations of the instrumentation. In addition to the problems associated with 
magnetic field measurements is the knowledge that in many instances the surveyor will be in the 
near field region of the emitter, where the RFR environment is very complicated, as shown in 
Figure 9-8. In order to perform near field surveys accurately the instrument must respond to 
only one field with no spurious responses; not produce significant scattering; and utilize 
isotropic, non-directional and non-polarized probes. In conclusion, users must be aware of not 
only the strong points of a particular system but also its weak points. No single broadband 
instrument currently available will meet the needs of all users. Even though products might be 
specified similarly their operation in a given environment may be significantly different. It is 
therefore important that the radiation protection professional be aware of these differences when 
choosing one for a particular application. The following guidelines should be useful in selecting 
a probe and meter for performing a survey: field sensors employing diode detection should only 
be used for continuous wave (CW) signals; average power measurements on pulsed and complex 
modulation signals should be measured using thermocouple probes; and finally, compensated 
diode sensors can be utilized for multiple-signal environments, but are not recommended for 
pulse modulated emitter measurements. 


273 


DISTRIBUTION A: APPROVED FOR PUBLIC RELEASE; DISTRIBUTION UNLIMITED. 
PUBLIC AFFAIRS CASE NO. 11-069 



Figure 9-8. The RFR environment in the near field is complicated and requires measurement of both E and 
H. 


9.7 Commercially Available Devices 

A subset of broadband instrumentation are the personal monitors. They are not dosimeters 
in the true sense of the word, rather they are densitometers. This section is devoted to a general 
overview of the commercial personal monitors on the market today. For commercially available 
monitors, there are various types available to the general public or safety professional use. 
Designs start from simple detection devices available for $100.00 or less, and more capable units 
costing over $1,000.00 (in small quantities). The higher end units have performance similar to 
the broadband instrumentation previously discussed, albeit in a small package. Typical state of 
the art units are shown in Figure 9-9. 



Figure 9-9. Typical RFR personal monitors (Drawings courtesy of Holaday Industries and L-3 
Communications, NARDA East). 
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This section is meant to educate the reader about the basic designs, approaches and 
limitations of commercial instruments. Monitors generally fall into two categories, inexpensive 
(generally in-accurate) units without any traceability to their function or design, and those sold at 
higher prices that meet (generally accurate) their published, traceable specifications. The 
internet is a good source of the first category. Devices such as the -Micro Alert” and others 
available for relatively little money, are simple diode detection designs that are coupled to an 
antenna to detect a wide range of frequencies. Because these units are not calibrated over their 
range of operation their applicability to safety evaluations is negligible. False alarms generated 
by these units along with their solar and/or temperature inaccuracies make them unsuitable for 
consideration for use by safety proessionals. The second group of monitors are built by what is 
now two companies, Hurley-General Microwave (GM, Farmingdale, NY) and L-3 
Communications, Narda East (Hauppauge, NY). Previously Wandel and Goltermann (Eningen, 
Germany) developed the -RadMan” monitor. That business group was purchased by Narda 
around 2000, and that monitor is now available from Narda as well. The General Microwave 
monitor is also sold by ETS-Lindgren, who recently purchased Holaday Industries (HI). The 
models and specifications are listed in Table 9-2 below. 

Table 9-2. Commercially available personal monitors (2004). 


Model 

NARDA B8860 

HI-3510 

HI-3520 

NARDA ESM-30 


(Nardalert XT) 

(GM H600A) 

(GM 60A) 

(Rad Man) 

Frequency Range 

100 kHz to 100 GHz 

50 MHz to 2500 

MHz 

1 to 18 GHz 

3 MHz to 40 GHz 

Alarm Range 

10 to 200% ofStd. 

0.05 to 20 mW/cm 2 

0.05 to 20 mW/cm 2 

12.5, 25, 50 and 100% of 
Std. 

Frequency 

Response 

Shaped to Std. 

Flat 

Flat 

Shaped to Std. 

Sensor Type 

Multiple, 

Compensated Diode 
and Thermocouple 

Compensated 

Diode 

Thermocouple 

Compensated Diode 

Field Detected 

E-field (see note 1) 

H-field 

E-field 

E and H field 

Features 

Top mounted, Level 
Indication LED’s, 
with two 
programmable 
alarms (vibration 
and/or audible). 

Data logging of 
exposures. External 
vibrator, 

weatherproof pouch 

Top mounted LCD 
display of detected 
levels, 

programmable 

alarm 

Top mounted LCD 
display of detected 
levels, 

programmable 

alarm 

Front mounted LED’s 
(4) for display of levels, 
fixed alarms at 50 and 
100%. Removable 
absorber cap for use off 
the body. 

Calibration 

Interval 

Two years 

One year 

One year 

Three years 


Note 1: Manufacturer claims radial field sensor can detect field re-radiated from body, from either an incident E or H field. 
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Shortly before this chapter went to press, information was received of a new personal 
monitor developed by Antennessa of France (Antennessa, 2003). The DSP090 is a 9 band 
isotropic personal ’’dosimeter” (more correctly a densitometer) covering the lower FM band 
through the upper Universal Mobile Telecommunications - 3rd Generation (UMTS-3G) band. 
The manufacturer claims a 40 dB dynamic range from 0.05 to 5.0 V m' (6.63 x 10' to 6.63 x 10" 
3 mW/cm 2 ). These are extremely low levels in comparison to the levels measured by the other 
devices described, which are designed to show compliance with international standards such as 
IEEE (IEEE, 1999) and the International Commission on Non-Ionizing Radiation (ICNIRP, 
1998). Apparently, the device is to be used in on-going epidemiological studies of low-level 
mobile communications RFR exposures in Europe. 

It is important to understand RF personal monitors design, in order to evaluate their 
performance. One of the main limiting factors in the performance of a personal RF monitor is its 
ability to function independent of its proximity to the person wearing it, which can give errors 
greater than 2 dB. This scattering becomes more significant when broadband frequency 
performance and independence of polarization are required for proper operation. All of the 
monitors evaluated utilize a design similar to the drawing below (Figure 9-10). 



Figure 9-10. Basic RF monitor design to minimize effect of wearer. 

All of the monitors tested employ this basic design. For example, the Nardalert XT 
utilizes the same basic structure, with modifications as is shown in Figure 9-11 below. 
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Figure 9-11. Nardalert XT internal view (Drawing courtesy of L-3 Communications, NARDA East). 


Some conclusions can be made about the selection of a particular unit based on the 
following set of criteria: 

1. Field sensors employing simple diode detection should only be used for continuous wave 
(CW) signals. Today, this type of detector is confined to the low-end market not suitable 
for safety evaluations. Such devices could alert the presence of leakage from a 
microwave oven, though not necessarily accurately quantify the amount of leakage. 

2. Average power measurements on pulsed and complex modulation signals should be 
measured using thermocouple-based monitors. 

3. Compensated diode sensors can be utilized for multiple-signal environments, but are not 
recommended for pulse modulated emitter measurements. However, due to their relative 
cost versus a thermocouple based detector, they can be utilized if appropriate correction 
factors are applied. 

4. Although RMS average levels are specified in most exposure situations, if peak pulse 
power is the desired metric, specialized diode sensors need to be employed. None of the 
commercial monitors reviewed herein could perform this task at the present time, 
although the Nardalert XT did respond to a UWB field (see below). Future systems such 
as HPM and UWB will undoubtedly drive the development of such peak power detectors 
for general use. 
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5. Meters that operate with diode, or compensated diode, sensors need proper temperature 
compensation circuitry if systems are going to be operated over wide temperature ranges. 

6. Personal RFR monitors are subject to shadowing by the human body. The manufacturer 
should be consulted to determine the correct placement of the monitor on the body. 

9.8 Other Potential Personal RFR Monitors and Future Needs 

The instrumentation already discussed allows the surveyor to make measurements of the 
exposure metrics of E, H which form the basis of all RFR standards. The instrumentation is 
analogous to ionizing radiation survey meters. These types of units have found wide 
applicability in the wireless communications industry. Personnel dosimetry similar to 
thermoluminescent dosimeters (TLDs) for ionizing radiation does not presently exist for RFR. 
Diazoluminomelanin (DALM) is a unique biopolymer, originally invented by Dr. Johnathan Kiel 
and co-workers at the U.S. Air Force Research Laboratory, Brooks City-Base, Texas. DALM 
may have characteristics that can form the basis of a true RFR personal dosimeter. DALM has 
the properties of luminescence, fluorescence, and slow fluorescence that has a broad optical 
absorption spectrum. When it is properly activated, it can absorb and store RFR energy, and on 
subsequent activation, it can release that energy via rapid luminescence followed by slow 
fluorescence. It has been postulated as a future personnel dosimeter for RFR (Kiel, 2000). It is 
thought that varying concentrations of DALM on a suitable substrate might form the basis for a 
personal RFR dosimeter (i.e., whose response at various frequencies is proportional to SAR). 
Work has also been done on investigating the potential for using a loop antenna with an alarm 
based on electrochemical changes in DALM to detect magnetic fields passively (Meltz & 
Smolenski, 2002). As of mid-2004, research on the unique properties of this organic bio¬ 
molecule continues. 

Another possible personal monitor would be the use of a conducting vest that a person 
would wear. This concept began as an application of the body mounted antenna being developed 
by the U.S. Navy for tactical use. In this case the inherent receiving characteristics of the vest 
(i.e., antenna) would be used to measure the ambient electric field. Work on this device also 
continues. 

Although RMS average field levels are specified in most RFR exposure situations, if peak 
pulse power is the desired quantity specialized diode sensors need to be employed. None of the 
commercial sensors reviewed in this chapter could perform this task at the present time. Future 
military and commercial UWB systems will undoubtedly drive the development of such peak 
power detectors for general use. The Nardalert XT has been tested in a UWB field. The monitor 
was placed in a GTEM cell, excited by a UWB pulse, perpendicular to the direction of the 
Electric Field (E-Field). Test conditions were as follows: 

Peak E-Field amplitude was adjusted to 100 kV/m (nominal) 

Pulse Repetition Frequency: 250 and 500 Hz 
Exposure duration: 5 min. 
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Two UWB waveforms per exposure were recorded for a 5-min exposure duration. The 
Nardalert XT produced results within 3 dB of the expected value, which is within the errors 
associated with the measurement of a -traditional” RFR pulse. This encouraging result will no 
doubt be further investigated as the need for UWB monitors increases. 

Another area which will need to be explored in the future is testing of personal RFR 
monitors to an established standard. For example, ionizing radiation survey instruments are 
tested to an ANSI standard (ANSI, 2004), and ionizing radiation dosimetry vendors must meet 
the criteria of the National Voluntary Laboratory Accreditation Program (NVLAP). In addition 
to testing these devices to established radiation fields, testing is also performed for resistance to 
environmental conditions (temperature, humidity, mechanical shock) and other factors such as 
radiated susceptibility and resistance to electostatic discharge. 
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10.1 Introduction 

Hazard communication is the single most effective factor in maintaining safety in a 
hazardous environment aside from removing the hazard itself. Such communication can take the 
form of written or verbal information or some form of safety awareness training. Safety signage 
represents a common form of communication across a wide range of potential hazards and this 
applies equally to radio frequency (RF) environments. In fact, RF safety signage constitutes a 
crucial aspect of most RF safety programs (IEEE, 2005a). 

RF safety signage, beyond simply alerting personnel or the public to the fact that a 
potential hazard may exist, can be used to distinguish between different levels of hazard or the 
particular nature of the RF hazard. For example, signs are commonly used to indicate areas in 
which RF field exposures may exceed recommended or regulatory limits of exposure but may 
also discriminate between different levels of seriousness associated with the potential exposure 
through the use of certain signal words printed on the sign. Other signs can inform about the 
potential for excessive contact currents and RF bums. Hence, appropriate RF alerting signs 
represent an important element of most RF safety programs and their application is likely one of 
the most cost effective methods for conveying important safety information to persons exposed 
to potential RF hazards. 

Historically, the first RF alerting sign used in the United States (US) was developed for 
use by the US Navy and, subsequently, the overall Department of Defense, and appears in Figure 
10-1. This sign appeared in the first publication of the C95.2 standard developed at the time by 
the United States of America Standards Institute (USASI, 1966). This particular design 
remained in use throughout the Department of Defense and was specified in a subsequent 
standard issued by the US Occupational Safety and Health Administration (OSHA, 1971). 
While the original sign design specified in 1966 is still used within the US Department of 
Defense (see Figure 10-2), this sign design was significantly updated and changed with the 
issuance of a new IEEE standard in 1999 (IEEE, 1999). 
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Figure 10-1. Original RF warning sign published in 1966. 



Figure 10-2. Current RF alerting sign example used within the US Department of Defense. 
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10.2 Meanings Associated with Different Signs 

In the realm of safety signage used in the US, particular signal words have been 
recommended (ANSI, 2002). A signal word is a word that is displayed prominently, usually at 
the top of the sign, to convey the degree of safety alerting associated with exposure. For 
example, the words caution, warning, and danger carry specific meanings in the sense of hazard 
communication. These words have been adopted for use in recommendations related specifically 
to RF safety signage in the US (IEEE, 1999). 

RF alerting signs can express a wide range of hazard conditions extending from 
informational signs to danger signs. In each case, signal words are used to express different 
levels of alerting and, generally, carry the following meanings. 

DANGER signs, with a red banner across the top, are to be used to indicate an 
imminently hazardous situation that, if not avoided, will result in death or serious injury. This 
signal word is to be limited to the most extreme situations. Figure 10-3 illustrates an example of 
an RF Danger sign. 


A DANGER 



Don’t touch tower! 

Serious RF burn hazard! 
Maintain adequate clearance. 

Failure to obey all posted signs and site 
guidelines for working in radio frequency 
environments could result in serious injury. 

Contact currents may exceed limits prescribed in 
ANSI/IEEE C95.1-1992 for controlled environments. 

www.radhaz.com ©1998 Richard Tall Associates, Inc. 

I V 


Figure 10-3. Example of a DANGER RF alerting sign used to advise of potential RF burn hazards. 

WARNING signs, with an orange banner across the top, are to be used to indicate a 
potentially hazardous situation that, if not avoided, could result in death or serious injury. Figure 
10-4 illustrates an example of an RF Warning sign. 
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^WARNING 



Beyond this point: 

Radio frequency fields at this site 
exceed the FCC rules for human 
exposure. 

Failure to obey all posted signs and site 
guidelines for working in radio frequency 
environments could result in serious injury. 

In accordance with Federal Communications Commission rules on radio 
frequency emissions 47 CFR 1 1307(b) 


Figure 10-4. Example of an RF Warning sign following IEEE C95.2-1999. 

CAUTION signs, with a yellow banner across the top, are to be used to indicate a 
potentially hazardous situation that, if not avoided, could result in minor or moderate injury. It 
may also be used to alert against unsafe practices. Figure 10-5 illustrates an example of an RF 
Caution sign. 


A CAUTION 



Beyond this point: 

Radio frequency fields at this site 
may exceed FCC rules for human 
exposure. 

For your safety, obey all posted signs and 
site guidelines for working in radio 
frequency environments. 

In accordance with Federal Communications Commission rules on radio 
frequency emissions 47 CFR 1.1307(b) C1997 ^ Tt< Associates . Inc 

www radhaz.com 

-• 


Figure 10-5. Example of an RF Caution sign following IEEE C95.2-1999. 
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NOTICE signs, with a blue banner across the top, are to be used to indicate a statement 
of organization policy as the message relates directly or indirectly to the safety of personnel or 
protection of property and this signal word should never be associated with a hazard or 
hazardous situation in place of DANGER, WARNING, or CAUTION. Figure 10-6 illustrates an 
example of an RF Notice sign. 


NOTICE 



Radio frequency fields beyond 
this point may exceed the FCC 
general public exposure limit. 

Obey all posted signs and site guidelines 
for working in radio frequency 
environments. 

In accordance with Federal Communications Commission rules on radio 
frequency emissions 47 CFR 1.1307(b) 


Figure 10-6. Example of an RF Notice sign following IEEE C95.2-1999. 

INFORMATION signs, commonly employing a green banner on the sign, are generally 
used to provide some sort of general instructions relative to safety work practices, reminders of 
proper safety procedures, or the locations of safety equipment. An example might be a notice to 
maintain a certain clearance distance from an active antenna or to provide a relevant telephone 
number to obtain additional information about RF sources at a transmitter site. Figure 10-7 
illustrates an example of an RF Information sign. 
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INFORMATION 


Cingular operates telecommunications antennas at this 
location. Remain at least 3 feet away from any antenna 
and obey all posted signs. 

Contact the owner(s) of the antenna(s) before working 
closer than 3 feet from the antenna(s). 

Contact Cingular at_prior to 

performing any maintenance or repairs near Cingular 
antennas. 

This Site #_ 

Contact the management office if this door/hatch/gate is 
found unlocked. 


INFORMACION 


En esta propiedad se ubican antenas de 
telecomunicaciones operadas por Cingular. Favor 
mantener una distancia de no menos de 3 pies y 
obedecer todos los avisos 

Comuniquese con el propietario o los propietarios de 
las antenas antes de trabajar o caminar de menos de 3 
pies de la antena 
Comuniquese con Cingular 

_antes de realizar cualquier 

mantenimiento o reparaciones de las antenas de 
Cingular 

Esta es la estacion base 

numero_ 

Favor comunicarse con la oficina de la administration 
del edificio si esta puerta o compuerta se encuentra 

Sin CandadO. CS $1 www.radhaz.com 


Figure 10-7. Example of an RF Informational sign commonly used at cellular telephone base stations. 


10.3 Sign Usage 

In the US, these particular signal words have been used to identify areas wherein RF 
fields may be found that exceed certain field strength levels. The Notice sign is commonly used 
to alert persons to the possibility that exposure may exceed the exposure limits associated with 
the general public. This is, for example, considered an Action Level in IEEE C95.1-2005 (IEEE, 
2005b) above which an RF safety program is required. The Caution sign is normally used to 
designate areas in which exposures have the possibility of exceeding the maximum permissible 
exposure (MPE) specified in IEEE C95.1-2005. The Danger sign, while not normally directly 
associated with RF field exposure, is used to alert personnel to the potential for RF bums when 
contacting objects that may represent a direct contact hazard due to tissue damage. 

While standard practice in the US is to associate the Caution sign with potential exposure 
above the MPE, some may argue that such exposures would not be expected to result in a Elinor 
or moderate injury” since the applicable exposure limits are set a safety factor of ten below the 
exposure that could, if prolonged, result in an adverse health effect. Nonetheless, for practical 
purposes, the assumption is commonly made that an exposure above the MPE be associated with 
the use of RF Caution alerting signs. Similar statements could be made about the use of the 
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Danger signal word for exposure to RF fields and this is why, in most situations, the use of the 
Danger sign is not used. 

Detailed specifications as to colors, font sizes, alignment of text, and use of certain 
symbols are given in IEEE C95.2-1999. 

10.4 Application of RF Alerting Signage 

RF alerting signs are used to advise persons of the potential for hazards from their 
exposure to RF fields in a particular area. Installation of signs should follow the guidance 
discussed above with the sign installed such that it provides the most accurate indication of areas 
that should be restricted in access. The nature of the site should influence the specific location 
where signs will be mounted. For example, for a rooftop wireless antenna site, such as used by 
cellular telephone base stations, ideally the signs, if deemed necessary, should be placed as close 
to the region of concern as practical since the most intense RF fields will be directly in front of 
the transmitting antennas. This could be the mounting framework for the antenna(s) or some 
other location near the point where RF fields exceed the action level or MPE of an RF exposure 
standard or regulation. In many instances, RF alerting signage may be placed on the roof access 
door as opposed to the location where excessive exposure could occur. Such mounting points 
provide little guidance for the person needing access to the roof since it may be assumed that the 
entire roof is potentially noncompliant with the exposure limits and can, unnecessarily, impact 
on rooftop operations that might carry no risk of excessive exposure. A similar sign placement 
strategy should be used in factory environments where occupational exposures may be associated 
with the use of RF dielectric heat sealers or induction heaters. 

Conversely, at high power broadcast sites wherein strong RF fields may encompass a 
much larger geographic region, the placement of RF alerting signage may not require such 
specific placement since the spatial distribution of fields can be substantially more widespread. 
In some cases, however, installation of signs, even at broadcast sites, may be appropriately 
confined to locations, such as towers, to advise of the potential for excessive exposure when 
climbing near high power antennas. Such a sign is seen in Figure 10-8. This sign, if the 
narrative on it is followed by personnel climbing antenna towers supporting active transmitting 
antennas, has the potential of incorporating the crucial elements of an RF safety program in that 
it requires that persons accessing the tower be provided with RF safety information and that they 
make use of RF personal monitors to provide a direct indication of their potential exposure 
levels. 
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A CAUTION 



On this tower: 

Radio frequency fields near some 
antennas may exceed FCC rules 
for human exposure. 

Personnel climbing this tower should be 
trained for working in radio frequency 
environments and use a personal RF 
monitor. 

In accordance with Federal Communications Commission rules on radio 
frequency omissions 47 CFR 1.1307(b) ©jqoo Richard T *« me 


Figure 10-8. Example of an RF Caution sign designed to alert personnel to localized RF exposure on antenna 
towers following IEEE C95.2-1999. 
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11.1 Introduction 

The World Health Organization (WHO) International Electromagnetic Fields Project, 
with 54 participating countries and eight international organizations involved, is a leading 
institution in the important harmonization process of electromagnetic fields (EMF) 
legislation, research and information in the world. 1 The process of harmonization is necessary 
due to increasing public anxiety, which is a consequence of the rapid introduction of new 
technologies using electromagnetic energy. This legislation harmonization effort consists of 
three phases: 

1. Information gathering of existing regulatory acts in the world; 

2. Development of a common framework for harmonization (WHO, 2009); 

3. Application of the developed framework, meaning actual harmonization of world 
EMF legislation. 

This paper is a consequence of the first phase, performed during the last two years 
(2002-2004), where information on EMF standards of 48 countries has been collected. 
Besides the standards information, information about published handbooks, reports, 
pamphlets, and fact sheets for general public education have been collected at the same WHO 
EMF standards database (Simunic & Bullock, 2003). It is important as part of the 
harmonization process to collect information on both standards and handbooks, because both 
are integral parts of the overall state of EMF legislation within a country. 

EMF legislation is very important at present, but will be even more so in the future, 
because we already live in an era having extensive applications of electromagnetic fields 
(e.g., medical therapeutic applications, a variety wireless home appliances and toys, wireless 
communications). In the future, it is expected that not only communications but also the 
entire human environment will be connected via wireless devices (e.g., new concepts of 
-smart” homes and -smart” hospitals). 


1 The first WHO Roundtable Meeting with a considerable number of participating countries about 
harmonization of EMF standards was held November 20, 1998 in Zagreb, Croatia. 
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Because many of these applications of electromagnetic fields appeared less than 30 
years ago (personal communications, electromagnetic therapy), all possible biological effects 
of EMFs are not yet known. Given the high expectancy for a future -smart” (i.e., -wireless- 
human”) environment, the study of possible biomedical effects of EMFs is a very sensitive 
field, which will benefit from global harmonization and total knowledge sharing to support 
progress of the human race. 

11.2 WHO International EMF Project Standards Database 

The WHO International EMF Project Standards Database (Simunic & Bullock, 2003) 
relies on results of a questionnaire that was circulated to the member countries in 2002. The 
WHO standards database is very useful because it enables a thorough and quick overview of 
existing EMF national legislative instruments from around the world (Simunic & Bullock, 
2003). 


The questionnaire contains 23 questions pertaining to general details of national 
legislations: 

1. Name of the country 

2. Existence of EMF protection at the national level? 

3. Description of the legislative instrument type (guidelines, standard, regulation, 
law,...)? 

4. Instrument coverage (national, regional, or local)? 

5. Title of the instrument? 

6. Who issued the instrument? 

7. When it was issued? 

8. Are any revisions pending? 

9. Are the exposure limits based on International Commission on Non-Ionizing 
Radiation Protection (ICNIRP) (1998)? 

10. Is the instrument voluntary or mandatory? 

11. If mandatory, how is compliance verified? 

12. Which population group is protected (general public or occupational)? 

13. What frequency ranges does the instrument cover? 

14. Which quantities are in force for the instrument? 

15. What are the basic restriction quantities (ICNIRP or Non-ICNIRP)? 

16. If specific absorption rate (SAR) is one of the basic restriction quantities, details 
about SAR averaging time, averaging mass and measurement method are given 

17. Which reference level quantities are applied by the instrument? 

18. Which measurement method is applied for determining compliance of the 
reference level? 

19. Are multiple frequency exposures considered in the instrument? 

20. Are pulsed field exposures considered in the instrument? 

21. Relevant contact persons and agencies to obtain more information about the 
instrument 

22. Who can provide the limit data, as defined in the instrument? (the limit data can 
be given in separate tables on the national web page, after the general part of the 
instrument) 

23. Is there an EMF handbook for information of general public published at the 
national level? If yes, the details of the handbook are given (title, editor, publisher, 

291 

DISTRIBUTION A: APPROVED FOR PUBLIC RELEASE; DISTRIBUTION UNLIMITED. 

PUBLIC AFFAIRS CASE NO. 11-069 


publication date, number of pages, language, whether it is based on an already 
published WHO brochure, and contact details to obtain the handbook). 2 


The WHO standards database table is based on the presumption that most countries 
would implement or have implemented ICNIRP guidelines into their legislative instruments. 
However, if there are any differences in the exposure limits relative to ICNIRP, these are 
appended as tables on the same sub-webpage, designed for the whole frequency spectrum 
(from static electric and magnetic fields to time-varying electric and magnetic fields up to 
300 GHz). Also comments are included describing any specificities of the legislative 
instrument. The first twelve questions require answers that classify the national legislative 
instruments according to the type (e.g., law, guidelines, standard, regulation, etc.) and give 
basic information about the instrument, i.e., title, issuing year, issuing institution, nature 
(mandatory, voluntary), coverage [entire territory of the country (national coverage), or a part 
of the territory (regional or even local coverage)], definition of protected group of population, 
frequency range, and about planned revision (in the case of an older legislative act being 
valid). The second part of the table (questions no. 14-17) deals with the limit values, 
describing the corresponding applied physical quantities for basic restrictions and reference 
levels, and describing details about the SAR specifications. Questions 9 and 18 pertain to the 
details of the required compliance with the instrument. Answers to questions 19 and 20 
provide information on existing treatment of multiple frequencies and pulsed field exposures. 
The next two questions (21 and 22) are related to contact information for the relevant 
authority or responsible party for the instrument and for the limit data. The last answer in the 
table (no. 23) gives information about advising the population by means of handbooks 
(including bibliographic details of any handbooks, brochures, short information papers, such 
as title, editor, publisher, publication date, number of pages, language, whether it is based on 
the existing WHO brochure, and contact or ordering details). 


11.2.1 International EMF Legislation 

Countries throughout the world follow mostly three schemes for EMF exposure 
standards: 

1. Adoption of international ICNIRP guidelines (ICNIRP, 1998) into national 
legislation as a legally binding instrument; 

2. Adoption of international IEEE C95.1 standard (IEEE, 1999) into national 
legislation as a legally binding instrument; 

3. Development of their own separate national standard, based on their own 
research and experiences (e.g., East European standards). 

ICNIRP Guidelines provide two-tier limit values, for occupational and for general public 
exposures. Restrictions or limits to EMF exposure are called basic restrictions and reference 
levels. 


Basic restrictions are restrictions on exposure to time-varying electric, magnetic and 
electromagnetic fields, which are based directly on established health effects and biological 
considerations. The basic restrictions are based on the following physical quantities: magnetic 
flux density (B), current density (J), specific energy absorption rate (SAR), specific energy 

2 More information about handbooks is given in the next chapter. 
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absorption (SA) and power density (S). The use of the physical quantity that best describes 
the basic restrictions depends on the part of the used electromagnetic spectrum. Compliance 
with the basic restrictions will ensure protection against all known adverse health effects. 

Reference levels are derived from the basic restrictions for the condition of maximum 
coupling of the electromagnetic field to the exposed individual in order to facilitate practical 
exposure assessment. Since the derivation is based on providing maximum protection, 
reference levels determine whether the basic restrictions are exceeded, or whether the 
exposure conditions are well under biological consideration levels. Reference levels consist 
of the following physical quantities: electric field strength (E), magnetic field strength (H), 
magnetic flux density (B), power density (S) and limb current (J L ). Besides these, the 
reference level used to describe perception and other indirect effects is contact current (Ic). 
Reference levels are calculated from basic restrictions in such a manner as to be -worst case.” 
This means that compliance of the defined reference level will ensure compliance of the 
related basic restriction. However, if the measured value exceeds the reference level, this 
does not necessarily mean that the basic restriction will be exceeded, but rather that it is 
necessary to perform further evaluations (calculations/measurements of the basic restriction) 
to determine compliance with the basic restriction. 

1CN1RP Guidelines also define a simultaneous exposure to multiple frequency fields 
for the case of electrical stimulation (from induced current density as well as from electric 
and magnetic field strength) and for the case of thermal effects (handling of SAR and power 
density, as well as for electric and magnetic field strength and limb and contact currents). 

11.2.2 Regional EMF Legislation 

An example of the regional legislation exists in the European Economic Area and it is 
based on two main documents, European Council (EC) Recommendation 1999/519/EC (EC, 
1999) and Directive 2004/40/EC (2004), which follow the 1CN1RP Guidelines for general 
population (1999/519/EC) (EC, 1999) and for occupational (2004/40/EC) (European 
Parliament and Council of European Union, 2004) exposures. All Member States of the 
European Union are obliged to adhere to the limit values and EMF physical quantities 
defined in Directive. As seen from Tables 11-1, 11-2 and 11-3 most of the countries in EEA 
implemented the Recommendation 1999/519/EC as a mandatory act in the national 
legislation. 

Both documents spell out that the Member States should provide detailed rules in 
regards to the classification of electromagnetic field sources and measuring practices, by 
using IEC, CENELEC or a national standard. The Member States may, in accordance with 
the Treaty Establishing the European Community (1957), provide a higher level of protection 
than that set out in the mentioned Recommendation or Directive. On the other hand, adoption 
of EC regulations in the EMF area (in accordance with the Treaty) enforces changes in the 
existing legislation of some new Member States. 

11.2.3 Other National EMF Legislation 

In addition to the Member States of the regional EU, most countries in South 
America, Asia, Australia, New Zealand, and Africa have also adopted ICNIRP Guidelines. 
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EMF protection on the North American continent (USA and Canada) is based on 
maximum permissible exposure in controlled and uncontrolled environments from the IEEE 
C95.-1-1999 Standard (1999). A controlled environment corresponds to occupational 
exposure, whereas an uncontrolled environment corresponds to the general public (general 
population) exposure. Maximum permissible exposure (MPE) relates to the root mean square 
(RMS) and peak electric and magnetic field strengths, their squares, or the plane-wave 
equivalent power densities associated with these fields, and the induced and contact currents 
to which a person may be exposed without harmful effect and with an acceptable safety 
factor. 


The best example of East European legislation is the Russian Federation's, based on 
federal law, standards (GOSTs), and sanitary-epidemiological regulations and norms 
(SanPiNs). Basic restriction physical quantities are based on energy loading, which differs 
from SAR. The reference level quantities are the same as in ICNIRP. 

11.2.4 Overview of Who National EMF Standards Database 

Data has been gathered from 48 countries on all continents (31 European countries, 2 
Middle East countries, 2 North American countries, 2 South American countries, 8 Asian 
countries, 2 countries from Australia & Oceania, and 1 country in Africa), which all have 
EMF legislation. Approximately three fourth of the total countries (36) have adopted ICNIRP 
guidelines. An approximate one third of the total (i.e., 16) number of countries has stricter 
legislative acts than ICNIRP. This is mostly valid for specific RF exposure of mobile 
telephony and thus related more to emission standards. The need for communication about 
EMF with the general population is particularly high in this segment, because of the specific 
practices of installing base station transmitters in general public areas. As seen in Tables 11- 
1, 11-2 and 11-3, almost all countries use a consistent approach across the frequency range 
(almost the same coverage of static, ELF, and RF legislative acts is present throughout the 
database). 


11.2.4.1 Static Fields 

Table 11-1 shows the worldwide policies concerning static fields from WHO EMF 
Standards Database. 
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Table 11-1. Some worldwide policies concerning static fields. 


Legislative Act 

Voluntary 

Mandatory 

Country 

ICNIRP 1994 (ICNIRP, 
1994) 


Australian Radiation 

Protection and Nuclear 

Safety Regulations, 

1999 

Australia 

ICNIRP 


480/2000 

Czech Republic 

/No static fields/ (1998) 

ICNIRP 1998 


Malta 

Guidelines for 
Human Protection 
from EMF 

Exposure, 2001 


Republic of Korea 

Hazardous 
Substances Act, 
1989, 2001 


South Africa 

Limits for 
Environmental 
Exposure to Non¬ 
ionizing radiation, 
2001 


Taiwan 
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Table 11-1. Some worldwide policies concerning static fields (cont.). 


Legislative Act 

Voluntary 

Mandatory 

Country 

1999/519/EC 


Regulation, 2002 

Estonia 


Ordinance on non¬ 
ionising radiation 
control, 2002 

Finland 


Decret 

France 


1105/volII/2000 

Greece 


63/2004 

(VII.26)ESzCsM, 2004 

Hungary 


Planning and 
Development Act, 2001 

Ireland 


151-A/2000 

Portugal 

Recommendation 


Romania 


Royal Decree 

1451/2000 

Spain 

SSI FS 2002:3 


Sweden 


Ordinance relating to 
Protection from Non- 
Ionising Radiation, 
814.710, 2000 

Switzerland 

NRPB advice vol 
15,2, 2004 


UK 


1999/519/EC with a 
precaution factor 


Ordinance 192/2003, 
pos.1883 3 4 

Poland 


Ordinance 204/2003 

4 

Croatia 


Pre-ENV 50166-1995 

CENELEC, 1995 

Status: withdrawn 

ONORM SI 119 
/pre-ENV 50166- 
1995/ 


Austria 

LVS /pre-ENV 
50166-1995/ 


Latvia 

National Act 


Sanitary norm 
2.2.4.1191-03 
-Electromagnetic fields 
in occupational 
environments” 

Russian 

Federation 5 


Precautionary/ 
environmental guidelines 


Decree Official Gazette 
RS, no. 70/96 

Slovenia 6 

1997 Guideline for 
decision makers on 
use of the 
Precautionary 
Principle 


Sweden 


3 (http://www.who.int/docstore/peh-emf/EMFStandards/who-0102/Europe/Poland_files/table_pl.htm) 

4 (http://www.who.int/docstore/peh-emf/EMFStandards/who-0102/Europe/Croatia_files/table_hr.htm) 

5 (http://www.who.int/docstore/peh-emf/EMFStandards/who-0102/Europe/Russia_files/table_rs .htm) 

6 The limit values in Slovenia are currently under change (2004, November). 
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11.2.5 ELF Fields 


Table 11-2 shows the worldwide policies concerning ELF fields from WHO EMF 
Standards Database. 


Table 11-2. Some worldwide policies concerning ELF. 


Legislative Act 

Voluntary 

Mandatory 

Country 

ICNIRP 1998 


480/2000 

Czech Republic 

guidelines for 

general 

population 


Decree26BImSchV 1996 

Germany 

Report on Recommendations for 
limiting human exposure to time- 
varying electric, magnetic and 
electromagnetic fields in the freq. 
range from 0-300 GHz, 2000 

EMF 


Malta 

Guidelines for Human Protection 
from EMF Exposure, 2001 


Republic of Korea 

Health Sciences Authority Health and 
Safety Guideline on EMF Exposure, 
2001 


Singapore 

Hazardous Substances Act, 1989, 

2001 


South Africa 

Limits for Environmental Exposure to 
Non-ionizing radiation, 2001 


Taiwan 

1999/519/EC 


EC 


ICNIRP 


2004/40/EC Directive 

EC 


UTEC99-111 

France/ 

2004/40/EC 
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Table 11-2. Some worldwide policies concerning ELF (cont.). 


Legislative Act 

Voluntary 

Mandatory 

Country 

1999/519/EC 


Regulation, 2002 

Estonia 


Ordinance on non¬ 
ionising radiation 
control, 2002 

Finland 


Decret 2002-775 

France 


63/2004 

(VII.26)ESzCsM, 2004 

Hungary 


HN 104:2000 

Lithuania 


Circular no. 1644 (ref. 
26/94) 

Luxembourg 


Planning and 
Development Act, 2001 

Ireland 


151-A/2000 

Portugal 


1999/519/EC 

Romania 


1451/2000 

Spain 

SSI FS 2002:3 


Sweden 

NRPB advice vol 
15,2, 2004 


United Kingdom 


1999/519/EC with a 
precaution factor 


Ordinance 192/2003, 
pos.1883 7 

Poland 


Ordinance 204/2003 

Croatia 8 9 


Legislative Act 

Voluntary 

Mandatory 

Country 

Pre-ENV 50166-1995 

CENELEC, 1995 

Status: withdrawn 

ONORM SI 119 
/pre-ENV 50166- 
1995/ 


Austria 

LVS /pre-ENV 
50166-1995/ 


Latvia 

National Act 


Ministerial ordinance of 
Technological 

Standards for Thermal 
Facilities based on the 
Electricity Utilities 
Industry Law, 1976 

Japan 


Sanitary norm 2971-84 

Russian 

9 

Federation 



7 (http://www.who.int/docstore/peh-emf/EMFStandards/who-0102/Europe/Poland_files/table_pl.htm) 

8 (http://www.who.int/docstore/peh-emf/EMFStandards/who-0102/Europe/Croatia_files/table_hr.htm) 

9 (http://www.who.int/docstore/peh-emf/EMFStandards/who-0102/Europe/Russia_files/table_rs .htm) 
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Table 11-2. Some worldwide policies concerning ELF (cont.) 


Legislative Act 

Voluntary 

Mandatory 

Country 

Precautionary/ 

environmental 


2001 Environmental guideline 
of lpT 

Israel 

guidelines 


Italian framework law 

36/2001. Decree 2003 

Italy 



Decree on Electromagnetic 
Radiation in the Natural and 
Living Environment, 1996 
Official Gazette RS, no. 70/96 

Slovenia 



1999 NIR ordinance plant 
limits of 1 jllT at sensitive use 
locations 

Switzerland 


1997 Guideline for decision 
makers on use of the 
Precautionary Principle 


Sweden 



1999 California EMF program 

USA California 


Planning guidelines 
for new facilities 

Involve public in decision 
making process for siting of 
facilities 

Not in close proximity to 
sensitive areas 

Australia, Italy 


Guidelines for the siting of 
electrical power 
installations, 1998 


Ireland 



-Sensibly dealing with risks” 
January 2004/State secretary 
of public housing, spatial 
Planning and the environment 
document presented to 
Parliament. 

The Netherlands 



SanPiN 2.1.2.1002-00 

Russian 

Federation 



Connecticut Legislature (US) 
proposal to restrict power-line 
installation in sensitive areas. 

USA Connecticut 


Agreement between 
industry and 
government or local 
municipalities 

Prudent Avoidance 


Australia 
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11.2.6 RF Fields 


Table 11-3 shows the worldwide policies concerning RF fields from WHO EMF 
Standards Database. 


Table 11-3. Some worldwide policies concerning RF. 


Legislative Act 

Voluntary 

Mandatory 

Country 

ICNIRP 


480/2000 

Czech Republic 


Degree 26 th BlmSchV, 
1996 

Germany 

Report on Recommendations for 
limiting human exposure to 
time-varying electric, magnetic 
and electromagnetic fields in the 
freq. range from 0-300 GHz, 

2000 

EMF 


Malta 

Guidelines for Human Protection 
from EMF Exposure, 2001 


Republic of 

Korea 

Health Sciences Authority 

Health and Safety Guideline on 
EMF Exposure, 2001 


Singapore 

Hazardous Substances Act, 

1989, 2001 


South Africa 

Limits for Environmental 
Exposure to Non-ionizing 
radiation, 2001 


Taiwan 

1999/519/EC 


EC 


ICNIRP 


2004/40/EC Directive 

EC 


UTE C 99-111 

France/ 

2004/40/EC 
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Table 11-3. Some worldwide policies concerning RF (cont.). 


Legislative Act 

Voluntary 

Mandatory 

Country 

1999/519/EC 


Regulation, 2002 

Estonia 



Ordinance on non¬ 
ionizing radiation 
control, 2002 

Finland 



Decret 2002-775 

France 



63/2004 

(VII.26)ESzCsM, 2004 

Hungary 



Planning and 
Development Act, 2001 

Ireland 



HN 80:2000 

Lithuania 


ITM- CL 179.2 


Luxembourg 



151-A/2000 

Portugal 


1999/519/EC 


Romania 



1451/2000 

Spain 


SSI FS 2002:3 


Sweden 


NRPB advice vol 
15(2), 2004 


UK 


ICNIRP 1998/ 

1105/volII/2000 


Greece 

1999/519/EC 

with a nrecaution factor 


Standard 

Luxembourg 

▼ ▼ im it vv-itu tiv/ i i litv ti/i 


Ordinance 192/2003, 
pos.1883 

Poland 



Ordinance 204/2003 

Croatia 
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10 


Legislative Act 

Voluntary 

Mandatory 

Country 

Pre-ENV 50166-1995 

CENELEC, 1995 

Status: withdrawn 

ONORM SI 120 
/pre-ENV 50166- 
1995/ 


Austria 

LVS /pre-ENV 
50166-1995/ 


Latvia 

National Act 


Radio-Radiation 
Protection Guidelines 
for Human Exposure to 
EMF, 1997 

Japan 


Sanitary norm 
2.2.4.1191-03 

Russian 

Federation 10 


Precautionary/ 
environmental guidelines 


Italian framework law 
36/2001. Decree 

2003.GU n.199 

Italy 


Decree on 
Electromagnetic 

Radiation in the Natural 
and Living 

Environment, 1996 

Slovenia 


NIR ordinance relating 
to Protection from Non- 
Ionizing Radiation 

Switzerland 

1997 Guideline 
for decision 
makers on use of 
the Precautionary 
Principle 


Sweden 


(http ://www. who. int/docstore/peh-emf/EMF Standards/who-0102/Europe/Russia_files/table_rs .htm) 
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11.3 EMF Handbooks Information for General Public 


Handbooks are valuable tools for education of the general public. Regarding the field 
of biological effects of electromagnetic fields, the first handbook was the Radiofrequency 
Radiation Dosimetry Handbook (Dumey, Massoudi & Iskander, 1986). This handbook was 
published in 1978, 1980 and 1986 and it has been internationally recognized. Since many 
generations of experts and scientists have learned the basics of electromagnetic dosimetry 
from it, it represents one of the cornerstone publications in the field of bioelectromagnetics. 
The RFR Dosimetry Handbook was written for readers having some engineering and 
scientific knowledge and background, to promote deepening knowledge about 
electromagnetic fields dosimetry. 

Meanwhile, the world has perceived an introduction of a lot of new kinds of wireless 
communications, as well as the other applications of EMF technology. Thus, the task of the 
International EMF Dosimetry Handbook is to update the existing RFR Dosimetry Handbook 
and to include data and knowledge, gathered since 1986. The readers still remained 
professionals interested in EMF dosimetry, i.e., electrical engineering professionals, 
epidemiologists, medical professionals, biologists conducting experiments -m vivo” and -m 
vitro” and governmental professionals establishing exposure standards. 

On the other hand, this paper gives insights and information from national 
governmental bodies on the topic of biomedical effects of electromagnetic fields to the 
general public in the WHO. The overview at the database shows that the available materials 
from different countries are written using different approaches, being the consequence of 
different cultures around the globe. The general public in some countries has very brief 
material at its disposal (fact sheets and press releases); in other countries there are elaborate 
and extensive state-of-the-science reviews (reports). 

Literature about EMF available to the general public around the world has in this 
paper been classified as statements, reports, handbooks, pamphlets, fact sheets and videos. 

Statements are usually given by internationally recognized bodies or organizations 
like WHO and ICNIRP. When the general public has a high concern in a specific topic, a 
statement is given on the specific topic by a political organization (e.g., EU Statement). 

Reports are very detailed and elaborate materials (up to 250 pages), intended for 
educated readers to deepen knowledge in the field, and giving state-of-the-science review. 

Handbooks educate readers on specific topics in an accessible and easily 
understandable way, usually in the form of a book. The average size is up to 40 pages. 

Pamphlets are materials of a shorter length (up to 4 pages), with the main purpose 
being to provide some basic information about the topic to readers. 

Fact sheets are even shorter than pamphlets (usually 1 page only), but still provide 
basic information about a topic. 

Video is a modem and very practical means to inform general public, by giving the 
basic information of the topic in audio-visual way. 
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11.3.1 Concept of “Ideal Information for the General Public” 


The ideal statement is brief information given by an internationally recognized body 
or organization, or in some cases, a political organization about the specific topic. 

The ideal report gives a state-of-the-science review for educated readers (scientists in 
the field) to deepen knowledge in the field and in general; it is not intended as information for 
the general public. However, sometimes it is used as information for the general public, as 
well. 


Based on the information from the WHO database, the -ideal handbook” for the 
general public has the following characteristics: 

- relatively brief (20-30 pages) 

- topic specific (radiation and health) 

- source/technology specific (e.g., today actual topic of mobile telephony system) 

- contents explains: 

- basics of radiation concepts (ionizing, non-ionizing) 

- basics of electromagnetics 

- basics of specific technology (e.g., mobile telephony system) 

- basics of known biomedical effects 

- existing EMF research from the scientific literature 

- coupling biomedical effects with the existing national standard 

- national standard 

- international EMF standard-setting and research organizations, standards and 
guidelines 

- siting the electromagnetic source 

- compliance of the source with the existing national standard 
and giving 

- contact details (address 11 where to ask for more details). 

The ideal pamphlet has the same characteristics (topic and source/technology specific) 
as -the ideal handbook,” except that it is very brief (up to 4 pages). 

The ideal fact sheet is even shorter than -the ideal pamphlet” with only one page of 
information about specific technologies and compliance with limits on the national standards. 

The ideal video is published by a national government and explains the basics of 
technology with audiovisual examples. 


11 Usually this is only the mailing address of the national authority. In a number of cases Internet addresses for 
the relevant institutions are given. 
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Table 11-4 contains a classification based on length and content of handbooks from 
different countries. 


Table 11-4. Classification of Information for the General Public in the WHO Database. 


Country 

Handbook 

Pamphlet 

Fact Sheet 

Video 

Report 

Austria 





X 

Australia 

X 

X 

X 


X 

Belgium 



X 



Canada 



X 


X 

Croatia 

in 

preparation 





France 

X 


X 


X 

Germany 

X 

X 

X 


X 

Hungary 

X 


X 


X 

Ireland 

X 





Israel 

X 


X 



Italy 



X 



Japan 

X 


X 



Malaysia 

X 





New Zealand 

X 


X 



Peru 

X 





Poland 

in 

preparation 





Russia 

X 





Slovenia 

X 


X 


X 

Sweden 

X 





Switzerland 

in 

preparation 





Taiwan 

X 





Turkey 



X 



United 

Kingdom 

X 

X 

X 

X 

X 

United States 
of America 

X 

X 

X 


X 
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As an example of report, the Austrian Ministry of Health has published two extensive 
1996 reports (in German) for low-frequency and high-frequency electromagnetic fields: 
Studie Dokumentierter Forschungsresultate iiber die Wirkung Elektromagnetischer Felder, 
Teil 1: Niederfrequente Elektrische und Magnetische Felder (Study of the Documented 
Research Results on the Effects of Low Frequency Electric and Magnetic Fields) and Teil 2: 
Hochfrequente Elektromagnetische Felder {Study of the Documented Research Results on the 
Effects of High Frequency Electromagnetic Fields). 

The general public in Australia (and the worldwide general public via the Internet) 
has at its disposal a series of eleven fact sheets about EMF and health, in English. The 
information is published by Committee on Electromagnetic Energy Public Health Issues, 
which includes representatives from the Australian Department of Communications, 
Information Technology and the Arts, the Australian Radiation Protection and Nuclear Safety 
Agency (ARPANSA), the Australian Communications Authority (ACA), and the National 
Health and Medical Research Council (NHMRC). The Fact Sheets explain the very basics of 
electromagnetic energy and its effects (No. 1), touch upon the topic of mobile phones (No. 5), 
gives levels of RF EM power density in the form of a pie chart (No. 6), discusses the 
interference of mobile phones with pacemakers, hearing aids and other devices (No. 8), a 
very simplified approach to the operation of a mobile telephony system (No. 9), the basics of 
broadcast towers (No. 10), and addresses the question of use of mobile phones by children 
(No. 11) (Committee on Electromagnetic Energy Public Health Issues, 2008). A handbook, 
Radiofrequency Electromagnetic Energy, Mandatory Human Exposure Standards and 
Compliance Framework, has been published by Australian Communications Authority in 
1999. 


The Belgian public is informed via the Internet sites of the Ministry of Health and the 
Belgian Health Council. 

In Canada there are no published handbooks for the general public, but Health 
Canada has three reports, one about ELF and two about RF, at the website 
(http://www.hc-sc.gc.ca/hecs-sesc/ccrpb/electro.htm): -Health Effects and Exposure 

Guidelines Related to Extremely Low Frequency (ELF) 50/60 Hz Electric” and -Magnetic 
Fields - an Overview, Potential Health Risks of Radiofrequency Fields from Wireless 
Telecommunications Devices,” both released in 1998, and -Measurement of Cellular Base- 
Station Emissions Using a Newly Developed RF Field Mapping System,” from 2003. Besides 
these reports, the website has information about microwave ovens in the paper -Radiation 
Leakage of Before-Sale and Used Microwave Ovens ” (published in 2000), a frequently- 
asked-questions document -Safety of Exposure to Radiofrequency Fields - Frequently Asked 
Questions (Fact Sheet)” (1997), and short information pages about electric and magnetic 
fields at ELF - -ft's Your Health: Electric and Magnetic Fields at Extremely Low 
Frequencies,” about microwave ovens -It's Your Health: Radiation Safety of Microwave 
Ovens,” about cellular phones -ft's Your Health: Safety and Safe Use of Cellular Phones,” 
and about computer monitors and other video display terminals -ft's Your Health: Safety of 
Exposure to Electric and Magnetic Fields from Computer Monitors and Other Video Display 
Terminals.” 

The general public in some countries uses e-mail (e.g., Czech Republic, also via 
website 12 ) or telephone (e.g., Croatia) to get answers on the most frequently asked questions. 

12 Internet site: ( http://web.telecom.cz/hvgpraha/ohzpp9.htmI 
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Some countries (e.g., Croatia) have a system where the relevant ministry, e.g., Ministry of 
Health, upon requests and concerns from the citizens, will organize measurements at a site. 
Regarding EMF publications, there is on-going effort to produce a pamphlet for the general 
public in Croatia. 

The general public in France has at its disposal information from three sources - the 
French Health Ministry, the French Environmental Health and Safety Agency, and the 
Ecology Ministry, represented by INERIS. 13 This information is in the form of a report (i.e, 
the Zmirou Report, 2001), a leaflet {Mobile Phones: Health & Security, 2002), a statement 
{AFSSE Statement on Mobile Phone and Health, 2003, in English and French), and a press 
release {Communique de Presse Concernant l’avis de VAFSSE, 2003). A handbook is also 
available, by Flammarion Medecine-Sciences, Paris, entitled Les Effets Biologiques des 
Rayonnements Non Ionisants, 2001. 

Several brochures have been published in Germany by different government agencies: 
the Federal Office for Radiation Protection {Deutsches Mobilfunk-Forschungsprogramm), the 
Radiation Protection Commission {Grenzwerte und Vorsorgemafinahmen zum Schutz der 
Bevolkerung vor Elektromagnetischen Feldern), and the Ministry for Environment, Nature 
Conservation and Reactor Security. 

Hungary has three publications on mobile phones {-Base Stations,'’’’ 2004; -Mobile 
Phone and Our Life,'” 2001 and -Facts on Mobile and Antennas,” 1999) and two publications 
on EMF-ELF {-EMF in Our Environment,” 2004 and -Electromagnetic Fields and Our 
Environment,” 2002). Colorful poster has been distributed in schools in 2002 on mobile 
phones. It can be also found on the Internet address at: 
http://www.szezam.hu/htemobil/indexlogok.html. 

Ireland has a 22-page booklet published by the Electricity Supply Board (ESB) in 
1994 entitled Electric and Magnetic Fields in the Environment. 

In Israel most of the information is on the Internet pages of the Ministry of 
Environment. The Radiation Safety Division (SOREQ) published a pamphlet Radiation From 
Mobile Phones. 

Italy has some information in the form of the fact sheets on the Elettra web site. 

The Japan Electrical Safety and Environment Technology Laboratories in 2001 
published a brochure on ELFs Electromagnetic Fields and Health, while the Japan Ministry 
of Public Management, Home Affairs, Posts and Telecommunications (MPHPT) recently (in 
2004) published a colorful brochure on RF Radio Waves and a Safe Life. 

The Malaysia Comunications and Multimedia Commission in 2003 published a 
brochure on mobile phones entitled Radiation, Mobile Phones, Base Stations and Your 
Health. 


New Zealand‘s government (New Zealand National Radiation Laboratory, NZ 
Ministry of Health and Ministry for the Environment/Ministry of Health) published one 


13 INERIS Internet site: (http://toxi.ineris.fr/activites/neurotoxicologie/neurotoxicologie.php) 
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handbook describing the basics of electromagnetic fields and the known health effects, Your 
Health and Fields from Electric Lines, and three publications on RF fields and health, which 
are all found on the Internet. These booklets, pertaining to the bioeffects of RF exposure, 
describe operation of cellular phone networks, and present results of national base stations 
site measurements by the National Radiation Laboratory (booklet Cellsites), give basic data 
about Safety of Cellphones, and give descriptions about radio frequency fields and 
technology, an overview of health effects and exposure standards by presenting the basics of 
laboratory and epidemiological studies, present the policy on exposures to radio frequency 
fields, guidance on environmental effects, and the standardization organizations (booklet 
National Guidelines for Managing the Effects of Radiofrequency Transmitters). 

Peru has a handbook on mobile telephony, published by Institute Nacional de 
Investigacion y Capacitacion de Telecomunicaciones, Institute of Telecommunications, 
INICTEL. 

In Poland there is an on-going effort to produce a handbook entitled Electroenergetic 
Lines and Stations in the Environment. 

Russia informs the public about non-ionizing radiation with a publication entitled 
Human Being in the Electromagnetic Field from 1998. 

Slovenia has an elaborate handbook ( Vpliv Neionizirnih Elektromagnetnih Sevanj na 
Bioloske Sisteme, translation Effects of Non-ionizing Electromagnetic Fields on Biological 
Systems, published in 1999), explaining bioeffects for the entire spectrum (from 0 to 300 
GHz). The Forum EMS published brochure Mobile Telephony and Health in 2004. 

In Switzerland there is an ongoing effort to produce a handbook to contain general 
information for the public. 

Sweden informs the public about non-ionizing radiation mostly via the websites of the 
Swedish Radiation Protection Authority, Statens stralskyddsinstitut (http://www.ssi.se). 
These websites are very useful and information-filled. The handbook published by six 
authorities (Swedish Radiation Protection Authority, Social Welfare Agency, Swedish Work 
Environment Authority, National Post and Telecom Authority, Electrical Safety 
Administration, National Board of Housing, Building and Planning) gives a very short 
description of electromagnetic fields (differences between ionizing and non-ionizing 
radiation), a mobile telephony system, and proven thermal effects of non-ionizing radiation. 

Taiwan uses a translation of the USA handbook EMF Questions and Answers, 
released in 2003. 

Turkey has no published handbook, but information about EMF can be found at 
Internet sites published in Turkish. 

The National Radiological Protection Board of United Kingdom has published 
different information sheets about EMFs at the website 
(www.nrpb.org/press/information_sheets), and also released several studies and recently an 
educational video. Department of Health has published a pamphlet {Mobile Phone Base 
Stations and Health). 
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The United States of America has two brochures published by the National Institute 
of Environmental Health Sciences 4 National Institute of Health (NIEHS/NIH) - EMF. 
Questions and Answers in 2002, and the earlier Questions and Answers - EMF in the 
Workplace, from 1996. The public can obtain information about the topic of wireless phones 
on the cooperative FDA/FCC Internet site (http://www.fda.gov/cellphones/). 

Insight into WHO database information to the general public shows that there is a 
balanced approach according to frequency ranges in the world. Most countries inform their 
citizens about both ELF and RF specific topics. 

Table 11-5 gives an overview of coverage of information accessible to the general 
public according to frequency ranges. 
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Table 11-5. Classification of information for the general public in the WHO Database according to 
considered frequency spectrum. 


Country 

ELF 

RF 

Austria 

X 

X 

Australia 

X 

X 

Belgium 


X 

Canada 

X 

X 

Croatia 

in preparation 


France 

X 

X 

Germany 

X 

X 

Hungary 

X 

X 

Ireland 

X 


Israel 

X 

X 

Italy 

X 

X 

Japan 

X 

X 

Malaysia 


X 

New Zealand 

X 

X 

Peru 


X 

Poland 

in preparation 


Russia 

X 

X 

Slovenia 

X 

X 

Sweden 

X 


Switzerland 

in preparation 


Taiwan 

X 


Turkey 


X 

United Kingdom 

X 

X 

United States of 
America 

X 

X 


All data about EMF handbooks and pamphlets from the WHO standards database is included 
in Appendix. 
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11.4 Conclusion 


This paper has described the WHO database of compiled national legislative acts and 
of known published information (in the form of printed publications or at the specific 
websites) concerning EMF exposures for the general public. The EMF standards 
harmonization effort requires as the first phase having a thorough overview of the world‘s 
EMF legislative instruments, in order to proceed to the second phase of defining the 
harmonized instrument and to finally achieve the third phase of the real harmonization. 

The information in the database has been gathered from 48 countries from all over the 
world, which all have EMF legislation (31 European countries, two Middle East countries, 
two North American countries, two South American countries, eight Asian countries, two 
countries from Australia and Oceania and one country in Africa). Approximately three- 
fourths of the total countries (36) have adopted ICNIRP guidelines. Approximately one-third 
of the total (i.e., 16) number of countries have limits that are stricter than ICNIRP in their 
legislative instruments. The stricter limits are mostly specific for RF exposure of mobile 
telephony, as a consequence of the risk perceived by the general population. Concerning the 
considered frequency range, the data from the WHO database show that almost all the 
countries have a balanced approach, i.e., almost the same coverage of ELF and RF EMFs in 
their legislative instruments. 

Approximately half of the countries in the WHO database currently have or are 
preparing information on EMF and health for the general public. The information can take 
the form of a report, handbook, pamphlet, a fact sheet or a video. In the text, the information 
has been classified according to contents and length, as well as frequency range. Most of the 
considered countries have published handbooks (14). After that, the preferences are reports 
(12 countries), fact sheets (10) and finally pamphlets (9). Two countries are in the process of 
preparing the handbook. The second classification has been made according to the used 
frequency spectrum. It is evident that the countries have a balanced frequency approach in 
presenting biomedical effects of electromagnetic fields to the public. 

In this paper, the concept of the -ideal EMF information/report/handbook/ pamphlet/ 
factsheet/video for general public” has been introduced. The ideal handbook/pamphlet should 
be of a shorter length (20-30 pages/2-3 pages) and should be topic specific (radiation and 
health) with explanation of radiation concept (ionizing vs. non-ionizing). It is advisable that it 
is source/technology specific (power lines/microwave ovens/mobile telephony system) with 
explanation of basics of electromagnetics and of specific technology. The handbook should 
further explain biomedical effects and on-going EMF research from the existing body of 
scientific literature and couple them to explain foundations of existing national and 
international standards. In the final part, it should give details on siting electromagnetic 
sources in an urban/rural environment and explain the conduction of compliance of the 
source with the existing national standard. At the end, the contact data of the relevant 
institution should be given, where members of the general population can request more 
details on the topic. The ideal fact sheet should be much shorter with a brief paragraph on 
specific technology and compliance with limits in the national standards. 

The EMF legislation and information for the general public about EMFs are very 
important in the on-going harmonization process, which is led by the WHO International 
EMF Project. The topic of EMFs is important because of the rapid development of new 
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wireless technologies, which will be very soon applied in the whole new wireless world of 

the 21 st century. 
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11.7 APPENDIX - EMF Handbooks from the WHO Standards Database 
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Country Title Author Year Remarks Source 

Australia What about broadcast towers - ARPANSA Fact sheet no. 10 (http://www.arpansa.qov.au/pubs/eme comitee/factl O.pdf ) 

are there any health effects? 

Australia Mobile phones and children ARPANSA Fact sheet no. 11 (http://www.arpansa.qov.au/pubs/eme comitee/factl 1 .pdf ) 
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Radio Frequency Radiation Dosimetry Handbook 
(Fifth Edition) 


Chapter 12. Radio Frequency/Microwave Safety Standards 


R. C. Petersen 
P.O. Box 386 

Bedminister, NJ 07921-0386 
r. c .petersen@ieee. org 


12.1 Introduction 

Radio frequency (RF)/microwave safety standards generally refer to standards, 
regulations, recommendations and guidelines that specify basic restrictions and exposure 
limits for the purpose of protecting human health. Contemporary standards are based on the 
results of critical evaluation and interpretation of the relevant scientific research - ideally, all 
laboratory and epidemiology research that relates any biological response, from short-term 
and long-term exposure, would be included. From this evaluation, a threshold is established 
for the most sensitive confirmed response that could be considered harmful to humans. To 
account for uncertainties in the data and to increase confidence that the limits are well below 
the levels at which an adverse effect could occur, the resulting threshold is lowered by a 
somewhat arbitrary safety factor. RF safety standards have evolved over several decades 
from a simple single value that is applicable over a broad band of frequencies e.g., 10 MHz to 
100 GHz, to sophisticated frequency and time dependent limits that cover a much greater 
frequency range, e.g., 3 kHz to 300 GHz. The early single-value limits were usually 
expressed in terms of incident power density and were based on simple models predicting 
whole-body heating; contemporary standards address effects associated with 
electrostimulation at low frequencies, effects associated with whole-body heating, effects 
associated with surface heating and usually include limits on induced and contact, exposure to 
pulses of high peak but low average power, and localized exposure. The evolution of the 
development of the standards and guidelines developed by committees of the American 
National Standards Institute (ANSI), the International Commission on Non-Ionizing Radiation 
Protection (ICNIRP), the Institute of Electrical and Electronics Engineers (IEEE) and the 
National Council on Radiation Protection and Measurements (NCRP) is described below. 

12.2 The Early Years 

Although the interest in the potential effect on humans exposed to RF energy goes 
back almost a century, it was only toward the end of World War II that a concerted effort was 
made to try to understand the interaction of RF energy with biological systems and, from this 
understanding, establish criteria to protect against effects that could be considered harmful. 
The effort in the United States mainly stemmed from anecdotal reports of various effects by 
radar technicians and others who came in contact with various military radars, e.g., temporary 
male sterility from exposure to radar beams, the induction of opacities in the lens of the eye. 
Although by this time the heating effects of RF energy were well-understood and the 
technology had been applied in medicine for decades, e.g., RF diathermy, the anecdotal 
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reports in conjunction with studies reporting lens opacities in the eyes of subject animals 
exposed to microwave energy (e.g., Richardson, et al., 1948; Clark et al., 1949; Daily, et al., 
1952) and a report of cataracts in a radar technician (Hirsch & Parker, 1952), resulted in a 
coordinated effort to understand the interaction of RF/microwave energy with biological 
systems and to establish safety limits. As clearly evidenced by the several orders of 
magnitude differences between the protection guides initially adopted by different 
organizations worldwide during the mid to late 1950‘s, there was little agreement as to 
suitable protection criteria or an appropriate rationale for establishing these criteria. 

Organized efforts to seek an understanding of the possible interaction mechanisms and 
the effects on human beings of exposure to electromagnetic energy at RF/microwave 
frequencies began in the United States with a number of meetings and symposia. Such 
meeting included the -Symposium on Physiologic and Pathologic Effects of Microwaves” 
held at the Mayo Clinic in 1955, the -First Annual Tri-Service Conference on Biological 
Hazards of Microwave Radiation” and the -Second Annual Tri-Service Conference on 
Biological Hazards of Microwave Radiation,” in 1957 and 1958, respectively (Mumford, 
1960). The purpose of these meetings was to bring together key researchers in the radiation 
hazards area in order to discuss ongoing research and identify needed research and, ultimately, 
establish science-based safety limits. As pointed out by Mumford (1960), during the time 
period of these symposia, and even before, a number of widely different exposure limits were 
recommended and used by different organizations in the US. These recommendations, 
expressed in terms of incident power density, ranged from 100 pW/cm 2 to 100 mW/cm 2 . The 
upper level was based on an apparent threshold for opacities in the lens of the eye (cataracts), 
which was estimated by Hirsch and Parker (1952) to be of the order of 100 mW/cm 2 . Others, 
e.g., Williams et al. (1956) and Ely et al. (1957) found higher thresholds but there was general 
agreement that 100 mW/cm 2 should be considered an approximate threshold for biological 
damage, i.e., levels above this value were considered hazardous and should be avoided. In 
1953, one Department at Bell Telephone Laboratories added a 30 dB safety factor to the level 
considered hazardous and adopted 100 pW/cm as a safe level. In 1954 General Electric 
adopted 1 mW/cm 2 as a safe level, some organizations informally adopted 10 mW/cm 2 as a 
potentially hazardous level, and still others merely adopted 100 mW/cm 2 as a hazardous level 
without specifying a safe limit. Based on a number of animal studies and discussions at the 
symposia noted above, it became apparent by the late 1950‘s that 100 pW/cm 2 was too 
conservative, 100 mW/cm 2 was probably not conservative enough and most organizations 
adopted an exposure limit of 10 mW/cm 2 as recommended by Schwan and Li (1956). This 
value was based on a simple thermal model that limited the rise in core temperature of an 
exposed individual to less than 1 °C, assuming that about half of the incident energy was 
absorbed. The frequency range was 10 MHz to 100 GHz. 

12.3 ASA C95.1-1966 and ANSI C95.1-1974 

In 1960, the first formal RF safety standards project was approved in the US when the 
American Standards Association (ASA) 16 approved the initiation of Radiation Hazards 
Standards Project C95 and the establishment of a committee (C95), which was charged with 
developing standards through an open consensus process. The scope of the committee was 
-Hazards to mankind, volatile materials, and explosive devices which are created by man- 


16 The American Standards Association later became the American National Standards Institute (ANSI) that now serves as a 
clearing house for standards developed through an open consensus process. 
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made sources of electromagnetic radiation. The frequency range of interest extends presently 
from 10 kHz to 100 GHz. It is not intended to include infrared, X-rays or other ionizing 
radiation ” (ASA, 1966). The C95 Committee, co-sponsored by the Department of the Navy 
(Bureau of Ships), and the American Institute of Electrical Engineers, 17 was chaired by 
Schwan; there were six members on the committee, including the chairman. The committee 
deliberated for approximately six years and in 1966 the first C95.1 standard, ASA C95.1- 
1966, was published (1966). The exposure limit was presented as a -Radiation Protection 
Guide” (RPG), defined as the radiation level which should not be exceeded without careful 
consideration of the reasons for doing so. The RPG for whole-body exposure was 
10mW/cm 2 across the frequency spectrum from 10 MHz to 100 GHz. Included were an 
averaging time of 6 minutes and a corresponding energy density limit of 1 mWh/cm 2 . The 6 
min averaging time appears to have come from the diathermy literature, although this is not 
stated in the standard. It is noted that the RPG is applicable in moderate thermal 
environments and that under conditions of moderate to severe heat stress the RPG should be 
reduced accordingly. The entire standard is less than one and one-half pages in length. 
Although some at the time considered the RPGs only applicable in the occupational 
environment, nowhere in the standard is this stated or implied. 

A revision of ASA C95.1-1966 was published in 1974 by the American National 
Standards Institute (ANSI) as ANSI C95.1-1974 (1974). The normative part of the standard 
was still less than two pages in length; the RPGs for continuous whole-body exposure, 
expressed in terms of incident power density and energy density, remained at 10 mW/cm 2 and 
1 mWh/cm 2 , respectively. Because it was then recognized that important exposures could 
occur in the near field, particularly in the workplace, limits were also given separately in 
terms of mean squared electric and magnetic field strengths. Although the mean-squared 
electric and magnetic field strengths were each based on an equivalent power density of 
10 mW/cm 2 , it was considered important to assess each independently, at least at frequencies 
below 300 MHz. It is noted in the standard that the RPGs were based on the currently 
available literature; it was the consensus of the committee that effects associated with tissue 
heating remain dominant, and the RPGs should protect against such effects. It is also noted 
that at the time, sufficient information concerning modulation effects, peak power effects and 
frequency dependent effects was not adequate to substantiate adjustments to the RPGs to 
account for these effects (ANSI, 1974). The frequency range over which the RPGs applied 
remained 10 MHz to 100 GHz. During the eight-year development of the 1974 revision, the 
working group (Subcommittee 4) 18 had grown considerably in size, totaling almost 70 
members. 

12.4 ANSI C95.1-1982 Standard and the National Council on Radiation Protection and 
Measurements (NCRP) Recommendations (1986) 

Each revision of the C95.1 standard was more scientifically sound, albeit more 
complex than its predecessor, with major changes appearing in ANSI C95.1-1982 (the 
revision of ANSI C95.1-1974). These changes were related to the significant advances that 


17 In 1963 the American Institute of Electrical Engineers merged with the Institute of Radio Engineers to form a new 
professional society, the Institute of Electrical and Electronics Engineers (IEEE). 

18 

At the time (1974), the C95 Committee consisted of the following seven subcommittees: SCI (Techniques, Procedures and 
Instrumentation); SC2/3 Terminology and Units of Measurements); SC4 (Safety Levels and/or Tolerances with Respect to 
Personnel); SC5 (Safety Levels and/or Tolerances with Respect to Electro-Explosive Devices); SC6 (Safety Levels and/or 
Tolerances with Respect to Flammable Materials); SC7 (Medical Surveillance). 
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occurred in the 1970s in instrumentation and the techniques for measuring complex 
electromagnetic fields and, most important, in the field of RF dosimetry. Advances in 
dosimetry included the use of numerical techniques to study energy absorption patterns in 
simple spheroidal and block models of humans and animals and the use of thermography to 
study the absorption characteristics of complex realistic models of animals and 
anthropomorphic models of humans. These studies led to a clearer understanding of the 
frequency-dependent absorption by objects in an RF field, in particular the pronounced 
resonance over a narrow range of frequencies, the extent of which depended on the geometry 
and orientation of the object in the field. Under optimal exposure conditions, i.e., conditions 
yielding maximal absorption, it was found that the absorption cross section at resonance could 
be 2-3 times greater than the geometrical cross section (Dumey et al., 1978) (see Figure 12-1). 
From this understanding, it became apparent that realistic future protection guides should be 
frequency-dependent, something that was studied by Soviet scientists in the early 1960s, cf. 
Pressman (1970). Thus, while the RPGs in the 1966 and 1974 C95.1 standards were 
independent of frequency, by the mid 1970‘s it was recognized that the amount of RF energy 
absorbed by an object in the field would be frequency dependent—as should the RPGs. 

RF dosimetry studies, i.e., the study of RF absorption in models of humans and 
animals, were carried out by Guy (1975, 1974), Guy et al. (1976), Gandhi et al. (1977, 1976), 
Dumey (1980), Dumey et al. (1978), Hagmann and Gandhi (1979), and others, using 
thermographic techniques and numerical modeling. These studies led to an understanding of 
how the incident and internal electromagnetic fields are related as a function of frequency, 
field polarization, and size, geometry, orientation and composition of the object in the field. 
They also led to the recognition of the need for a dosimetric quantity to relate the incident 
fields to the internal fields, a quantity that would be more directly related to a biological effect 
than the incident fields alone. This need became very apparent during the literature evaluation 
that led to the 1982 standard where the general criticism of the growing body of literature was 
a complete lack of consistency in reported results, particularly with respect to the field 
parameters necessary for determining the internal field distributions or energy absorbed from 
the field. In many cases only the incident power density was reported without mention of 
other parameters necessary for estimating these quantities and, hence, made the comparison of 
studies difficult at best. This lack of consistency and completeness also helped explain large 
differences in the incident power density reported for the same biological effect in different 
animal species, and in the same animal species under different exposure conditions. It was 
agreed that an appropriate quantity for establishing meaningful thresholds and allowing 
comparison across frequency and animal species should be analogous to -dose,” and -dose 
rate” used by the ionizing radiation community. This then would be the basic parameter that 
should be reported so that the results of studies at different frequencies, using different animal 
species and widely different exposure conditions e.g., plane wave, TEM cell, cylindrical 
cavity, could be compared. Once a threshold for an adverse effect is determined in terms of 
the -dose rate,” i.e., the rate at which energy is absorbed from the field, the growing 
understanding of RF dosimetry would provide the means for relating this threshold to the 
incident fields and, with a suitable safety factor, to realistic frequency-dependent RPGs. 
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Figure 12-1. Calculated whole-body average SAR versus frequency for simple models of the average man 
for three standard polarizations. The incident power density is 1 mW/cm2. Curves E and H refer to 
exposure geometries where the major axis of the body is aligned with the electric field (E) and the 
magnetic field (H), respectively; K refers to the geometry where the direction of propagation is in the 
direction of the major axis of the body (From Durney et al., (1978)). 


Various quantities and terms were proposed for an appropriate dosimetric quantity 
including -absorbed power density” expressed in units of W/cm 3 or W/kg, and -dose,” and 
-dose rate,” i.e., the energy imparted to a unit mass of biological material (dose) and the rate 
at which energy is imparted to unit mass (dose rate). After considerable discussion and debate 
within C95 Subcommittee 4 (SC4) during the 1970‘s, there was consensus that dose and dose- 
rate were appropriate. To avoid confusion and the connotation associated with terms 
traditionally used in ionizing radiation protection, -dose” and -dose rate” were named 
-specific absorption” (SA), defined as the incremental energy absorbed by (dissipated in) an 
incremental mass, and -specific absorption rate” (SAR), defined as the time rate of 
incremental energy absorbed in (dissipated in) an incremental mass—specific meaning that it 
is unique to RF/microwave frequencies. The units of SA and SAR are J/kg and W/kg 
respectively. Although SA and SAR first appear as the defining RF dosimetric quantities in 
the 1981 NCRP Scientific Committee 39 Report (No. 67) (NCRP, 1981), it had already been 
accepted by C95 SC4 in the late 1970s during the development of C95.1-1982 and was used 
effectively to compare the results of studies in the database in order to determine a SAR 
threshold for effects considered adverse. From this threshold and the results of the increasing 
number of dosimetry studies, frequency-dependent limits expressed in terms of the incident 
fields were derived. These limits were called Radio frequency Protection Guides (RFPGs) in 
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order to mitigate confusion with the term RPG used by the ionizing radiation community. 
Compliance with the RFPGs, ensures that the SAR remains below the threshold (with an 
adequate margin of safety) under various exposure conditions and for various size humans 
from infants to adults. 

As indicated above, the 1966 and 1974 C95.1 standards were based on the assumption 
that effects to protect against are related to gross thermal effects associated with elevations in 
core temperature. By 1980, however, a number of studies reporting effects that occurred at 
levels where significant temperature increases were not observed or expected (i.e., -athermal 
effects”) began to appear in the scientific literature. These studies warranted careful 
examination and were included in the list of citations considered by SC4 during the 
development of the 1982 C95.1 standard. (It is pointed out in the 1982 standard that 
-classification and judgment of findings were made without prejudgment of mechanisms of 
effects. The subcommittee^ intent was that of protecting exposed human beings from harm 
by any mechanism, including those arising from excessive elevations of body temperature” 
(ANSI, 1982, p. 13). During the literature selection process that led to ANSI C95.1-1982, 
several hundred experimental studies reporting effects associated with RF energy were 
reviewed and a select list of 32 studies was compiled in accordance with the following 
criteria: demonstrability (positive effects), relevance, reproducibility and dosimetric 
quantifiability (i.e., was the SAR reported or was there enough information in the report 
regarding the exposure setup to allow determination of the SAR). 

Studies that demonstrated general evidence of morbidity or debilitation, chronic or 
acute, were emphasized (ANSI, 1982). The bias toward positive findings added a degree of 
worst-case conservatism to the resulting exposure limits. When positive results were 
demonstrated for a specific biological endpoint by several laboratories, those studies that 
demonstrated the effect at the lowest SAR and longest exposure duration were selected. 
Biological endpoints were grouped in the 15 categories shown in Table 12-1 along with the 
number of studies that met the selection criteria in each category. Reports of specific effects 
induced by low frequency amplitude-modulated RF carriers, e.g., calcium efflux from chick 
brain tissue, were included but were not considered adverse for the following reasons: 
inability of the SC4 members to relate the effect to human health; the narrow range of 
effective modulation frequencies; the study author‘s finding that the effect is reversible. The 
studies were reviewed by the biologists on SC4 and also by the physically trained scientists 
and engineers with emphasis on reliability, evidence of adverse effects, and whether the study 
had been independently replicated in another laboratory. The engineers also determined the 
SAR for each of the studies. 

Following the critical evaluation of the selected studies, the subcommittee agreed that 
the most sensitive, reliable confirmed biological response that could be considered potentially 
harmful to humans is disruption of food-motivated learned behavior. Even though this effect 
is, modest, transient and represents an adaptive response, it serves to identify a threshold for 
potentially harmful effects (ANSI, 1982). It was also assumed that while behavioral 
disruption was demonstrated to be transient and reversible after acute exposure, chronic 
exposure could lead to irreversible injury. The threshold for behavioral disruption was found 
to reliably occur within a narrow range of whole-body average SARs between approximately 
4 to 8 W/kg, across animal species from rodents to primates, frequencies from 600 MHz to 
2450 MHz, and incident power densities that ranged from 10 to 50 mW/cm 2 . Thus it was 
agreed by SC4 that the appropriate biological endpoint for acute exposures should be 
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disruption of behavior, and the corresponding threshold, in terms of whole-body average 
SAR, should be set at 4 W/kg. That is, SAR values above 4 W/kg could produce adverse 
effects while SARs below 4 W/kg were not shown to result in effects that could be considered 
hazardous. 

Table 12-1. Category of exemplary reports selected from the experimental literature by SC4 for the 
development of ANSI C95.1-1982. 

Environmental factors (effects of temperature on the specific endpoint - 3 studies 
Behavior and physiology - 6 studies 
Immunology - 4 studies 
Teratology - 1 study 

Central nervous system/blood-brain barrier - 4 studies 

Cataracts - no reliable studies were found reporting cataracts at levels <10 mW/cm 2 

Genetics (no reliable studies were found reporting genetic effects at levels <10 mW/cm 2 

Human studies - no reliable human studies were found 

Thermoregulation and metabolism - 5 studies 

Biorhythms - 1 study 

Endocrinology - 3 studies 

Development - 3 studies 

Evoked auditory response (RE hearing) - no studies 
Hematology - 2 studies 
Cardiovascular - 1 study 


There was considerable deliberation during the development of ANSI C95.2-1982 as 
to an appropriate margin of safety and whether a single frequency-dependent RFPG should 
apply to exposures of the public and the worker. In order to ensure an adequate margin of 
safety, a safety factor of 10 was incorporated, which was considered adequate to protect 
members of the public and the worker because of the conservatism already built into the 4 
W/kg threshold. Thus, a whole-body average SAR value of 0.4 W/kg was adopted as the 
basis of the standard (basic restriction) from which the frequency-dependent RFPGs (also 
called derived limits, investigation levels, reference levels) would be derived. 

By 1980, the field of RF dosimetry had advanced to the point where reliable 
techniques were available to determine the incident power density that would limit the whole- 
body average SAR to a specific value. Theoretical analyses were carried out to determine the 
magnitude of the incident fields that would limit the whole-body average SAR to 0.4 W/kg 
under worst-case exposure conditions, i.e., conditions that would maximize energy absorption. 
The results of these analyses demonstrated that under plane wave exposure conditions, energy 
absorption in models of humans, ellipsoids, animals, etc., is generally maximal when the 
major axis of the exposed object is aligned with E-field vector of the incident field and, under 
these exposure conditions, absorption increases with the square of frequency, reaches a 
maximum (resonance), then decreases linearly with increasing frequency over a limited range 
of frequencies, and then remains relatively constant. Work by Gandhi (1980) and others 
showed that under these conditions, maximum absorption (resonance) occurs when the length 
of the long axis of the exposed object is approximately 0.36 to 0.4 wavelengths. For example, 
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the resonant frequency varies from about 79 MHz to 54 MHz, respectively, when the height of 
the body ranges from 1.52 m to 1.98 m. Moreover, it was found that when the object is in 
contact with a ground plane, the resonant frequency is about one-half the value found when it 
was not in contact. Data were compiled from a number of dosimetry studies and a family of 
resonance curves and plotted as a function of whole-body average SAR versus frequency for 
humans ranging in size from infants to tall adults, both in and not in conductive contact with a 
ground plane and with the long axis of the body parallel to the E-field vector of the incident 
field. The result of this exercise, normalized to an incident power density of 1 mW/cm 2 
(which limits the maximum SAR at resonance to 0.4 W/kg) is shown in the Appendix of 
C95.1-1982, (ANSI, 1982). The RFPGs were obtained by rearranging these data to determine 
the maximum incident power density that would limit the whole-body average SAR to 0.4 /kg 
across the frequency range of interest. The results showed that the incident power density 
required to maintain an essentially constant SAR in humans of all sizes could be 
approximated by a broad resonance curve that decreased as 900/f 2 up to 30 MHz, above which 
it remained constant up to 300 MHz, then rose as f/300 to 1500 MHz, above which it 
remained relatively constant at 5 mW/cm . Although the limiting incident power density 
continues to increase with decreasing frequency for frequencies below 30 MHz, the RFPG 
was limited to 100 mW/cm 2 for frequencies below 3 MHz to prevent reactions at the body 
surface caused by the relatively high E-fields (> 600 V/m), e.g., perception and electric shock. 
The averaging time remained 6 min over the entire frequency range. There was some concern 
by members of the subcommittee about the 6 min averaging time as it applies to pulses of 
high peak power but low average power because time averaging single pulses of extremely 
short duration, e.g., a few microseconds, leads to unrealistically high exposure limits. No 
agreement was reached on how to treat this situation and, therefore, there are no explicit peak 
power limitations in the 1982 standard. 

In addition to RFPGs for whole-body exposures, the 1982 standard contained the 
following exclusions: 1) The RFPG for whole-body exposure at frequencies between 300 
kHz and 100 GHz could be exceeded if it could be shown using laboratory techniques that the 
resulting SAR averaged over the whole body would not exceed 0.4 W/kg and the peak spatial 
average SAR could not exceed 8 W/kg as averaged over any one gram of tissue. The 8 W/kg 
was based on the peak to average SAR values reported in a number of animal studies where it 
was found that typically the peak to average SAR ratio was 20 to 1; 2) At frequencies between 
300 kHz and 1 GHz, the RFPGs could be exceeded if the RF input power to the devices is 7 
W or less, which is based on limiting the peak spatial-average SAR to 8 W/kg. 

Finally, the standard contained the following caveat: -Because of the limitations of the 
biological effects database, these guides are offered as upper limits of exposure, particularly 
for the population at large. Where exposure conditions are not precisely known or controlled, 
exposure reduction should be accomplished by reliable means to values as low as reasonably 
achievable” (ANSI, 1982, p. 11). This last sentence often has been quoted out of context by 
applying it to RF exposure in general. 

12.5 NCRP Report No. 86 

A number of important events occurred during the interval between approval of ANSI 
C95.1-1982 and IEEE C95.1-1991, including comprehensive reviews of the extant RF 
bioeffects literature by a scientific committee of the National Council on Radiation Protection 
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and Measurements (NCRP). 19 Although NCRP is concerned mostly with ionizing radiation, 
in 1973 Scientific Committee 53 (SC53 - now SC89-5) was convened to carry out a 
comprehensive review the scientific literature and make recommendations for limiting 
exposures to RF energy. SC53 consisted of 6 members, 5 advisory members and 5 
consultants (NCRP, 1986) - 8 of whom were at the time also members of SC4 of the ANSI 
C95 committee. Whereas SC4 adopted criteria for selecting studies specifically relevant to 
standard setting (e.g., demonstration of positive effects, relevance, reproducibility, dosimetric 
quantifiability), and consequently reviewed in detail a relatively small number of reports, 
SC53 carried out complete review of the literature and close to 1000 studies were included in 
the NCRP literature evaluation (the literature cutoff date was 1982 but a few 1983 references 
are included). With the quality of the selected reports ranging from excellent to poor, 
including some which appear to be nothing more than anecdotal reports, value judgments had 
to be made in interpreting and assessing the quality of each of the studies. Reports were 
divided roughly by biological endpoint into the categories shown in Table 12-2. 

Table 12-2. Category of reports reviewed NCRP SC53 SC4 during the development of NCRP Report 86 
(NCRP, 1986). 

Macromolecular and cellular effects 
Chromosomal and mutagenic effects 
Carcinogenesis 

Effects on growth, reproduction and development 

Effects on the hematopoietic and immune systems 

Effects on the endocrine system 

Effects on cardiovascular function 

Interaction with the blood-brain-barrier 

Interactions with the central nervous system 

Behavioral effects 

Cataractogenesis 

Human studies 

Thermoregulatory response in human beings 
Mechanisms of interactions 


As did SC4 of the C95 committee, the members of SC53 also concluded that the most 
sensitive and statistically significant biological endpoint was behavioral disruption. Although 
the carrier frequencies for behavioral disruption ranged from 225 to 5800 MHz, across animal 
species from laboratory rats to rhesus monkeys (see Table 12-3), the incident power densities 
ranged from 8 to 140 mW/cm 2 and the exposure conditions included near field, far field, 
planewave, multipath, CW and modulated RF, the SAR threshold for behavioral disruption 
narrowly ranged from 3 to 9 W/g, which is in fair agreement with the threshold reported in 
ANSI C95.1-1982. 


19 

NCRP is a non-profit corporation chartered by the U.S. Congress. The Charter of the NCRP includes as one of its 
objectives -To collect, analyze, develop and disseminate in the public interest information and recommendations about (a) 
protection against radiation (referred to herein as radiation protection) and (b) radiation measurements, quantities and units, 
particularly those concerned with radiation protection.” Although more focused on Tonizing radiation,” e.g., X-rays, 
gamma-rays, nuclear radiation, NCRP has developed several reports that address radiofrequency issues. 
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Table 12-3. Comparison of power density and SAR thresholds for behavioral disruption in trained 
laboratory animals (from Osepchuk & Petersen, 2001). 


Species and 
Conditions 

225 MHz (CW) 

1.3 GHz 
(Pulsed) 

2.45 GHz (CW) 

5.8 GHz (Pulsed) 

Norwegian Rat 





Power Density 

— 

10 mW/cm 2 

28 mW/cm 2 

20 mW/cm 2 

SAR 

— 

2.5 W/kg 

5.0 W/kg 

4.9 W/kg 

Squirrel Monkey 





Power Density 

— 

— 

45 mW/cm 2 

40 mW/cm 2 

SAR 

— 

— 

4.5 W/kg 

7.2 W/kg 

Rhesus Monkey 





Power Density 

8 mW/cm 2 

57 mW/cm 2 

67 mW/cm 2 

140 mW/cm 2 

SAR 

3.2 W/kg 

4.5 W/kg 

4.7 W/kg 

8.4 W/kg 


For the frequency range where surface effects predominate, SC53 went further than 
the C95 committee and recommended lowering the RFPG if there is a likelihood of coming 
into contact with grounded metallic objects. To prevent RF bums at the point of contact, the 
recommendation was to lower the RFPG such that the induced RF current does not exceed 
200 mA. This is to be done on a case by case basis. 

Recommendations, based on the low-frequency modulation-specific effects literature, 
e.g., calcium efflux studies, were also included. It was pointed out that it is not known 
whether these affects lead to a risk to human health, but the reliability of the studies and their 
independent confirmation in avian and mammalian species dictates the need for caution 
(NCRP, 1986). The recommendation is as follows: -4f the carrier frequency is modulated at a 
depth of 50 percent or greater at frequencies between 3 and 100 Hz, the exposure criteria for 
the general population shall also apply to occupational exposures” (NCRP, 1986, p. 286). The 
incorporation of this caveat, which was based on reported frequency and intensity -windows,” 
was extremely controversial and has not been accepted by other standard-setting bodies or 
incorporated into contemporary science-based standards and guidelines. 

Although the RFPGs in the 1982 C95.1 standard and the NCRP Report are far more 
realistic and sophisticated than those used before 1982, both suffer serious shortcomings, 
including the following: 1) There are no limitations on peak power for pulses of high intensity 
but low average power—the 6 min averaging time allows exposure to short pulses in excess of 
those known to cause bums at frequencies where the energy is deposited superficially, i.e., 
frequencies above a few GHz; 2) There is no explicit guidance to limit induced current at the 
lower frequencies, i.e., frequencies below a few MHz, to prevent electric shock and RF bums; 
3) The magnetic field strength limits, which correspond to the equivalent plane wave power 
density of the RFPG, is unrealistic at the low frequencies where the magnetic field is 
inefficiently coupled to the body; 4) No clear distinction is made between whole-body and 
partial-body exposure (Petersen, 1991). Many of these issues were addressed in the next 
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revision of the 1982 C95.1 standard, i.e., IEEE C95.1-1991. 20 Table 12-4 is a comparison of 
the rationale between NCRP Report 86 and ANSI C95.1-1982. 


Table 12-4. Comparison of rationale: ANSI/NCRP (from Petersen, 1991). 

Parameter ANSI C95.1-1982 NCRP Report No. 86 

Yes 


Recognition of whole-body resonance 

Incorporation of dosimetry(SAR) 

Database of experimental literature 

Most significant biological endpoint 

Whole-body average SAR associated 
with behavioral disruption 

Limiting whole-body average SAR 
Averaging time 

Criterion for limits below 3 MHz 
Criterion for localized exposure 

Special criterion for modulated fields 

Specific limits for high peak, low 
average power pulses 


Yes 

Yes 

Relatively small (32 citations) 
Behavioral disruption 
4-8 W/kg 

0.4 W/kg 

6 min 

Surface effects, e.g., perception, electric 
shock (E-field)) 

Whole-body average SAR <0.4 W/kg 
Peak spatial average SAR < 8 W/kg 

No 

No 


Yes 

Large 

Behavioral disruption 
3-9 W/kg 

0.4 W/kg 
0.08 W/kg* 

6 min 
30 min* 

Surface effects, e.g., perception, electric 
shock (E-field). 

Peak spatial average SAR < 8 W/kg 
Peak spatial average SAR < 2 W/kg* 

Yes (for occupational exposure) 

No 


* General population 


12.6 Institute of Electrical and Electronics Engineers (IEEE) C95.1-1991 21 

Almost immediately after ANSI C95.1-1982 was published, Subcommittee IV of the 
ANSI C95 Committee began work on the next revision with emphasis on addressing some of 
the recognized shortcomings mentioned above. As with the earlier revisions, the literature 
was culled for relevant studies and a total of 321 papers were identified by the Literature 
Surveillance Working Group. (See Figure 12-2 for a graphical depiction of the literature 
evaluation process.) Although most of the selected reports were published before 1985, 


During the period the revision of ANSI C95.1-1982 was developed (1982-1990), ANSI ceased sponsoring standards 
committees and instead became a clearing house for standards developed by committees accredited by ANSI. Although 
the C95 committee became an ANSI Accredited Standards Committee (ANSI ASC C95), there was consensus of the 
membership that it would be beneficial to explore the possibility of operating under the sponsorship of the Institute of 
Electrical and Electrical Engineers (IEEE), which is also an ANSI accredited standards developer. After several meetings 
with IEEE staff, in 1989 the C95 committee began operating as a Standards Coordinating Committee (SCC28 - now the 
International Committee on Electromagnetic Safety - ICES) under the sponsorship and subject to the rigid rules, 
procedures, and oversight of the IEEE Standards Board (now the IEEE Standards Association Standards Board - SASB). 


21 

IEEE is a non-profit technical professional society with more than 365,000 members in 150 countries. Within IEEE are 39 
societies, including the Consumer Electronics Society, Education Society, Electromagnetic Compatibility Society, 
Engineering in Medicine and Biology Society, Information Theory Society, Neural Networks Society, Society on Social 
Implications of Technology. While many IEEE societies sponsor standards committees, when the scope of a proposed 
standard overlaps the scope of several societies, -Standards Coordinating Committees” (SCC) are established to develop 
such standards. IEEE membership is not a requirement for participation on an IEEE SCC or on any of its subcommittees. 
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several reports, particularly those relating to shock, bums and peak-power effects, were 
published after 1985. Those peer-reviewed studies that reported effects at whole-body 
average SARs less than 10 W/kg, and which also met the criteria of the Engineering, 
Biological and Statistical Evaluation Working Groups, were sent to the Risk Assessment 
Working Group, whose charge was to determine the threshold SAR above which potentially 
deleterious effects are likely to occur in humans, even if the effects are reversible (IEEE 
C95.1, 1991). As in the case of ANSI C95.1-1982 and the NCRP Report, the working group 
concluded that a threshold SAR of 4 W/kg is appropriate to protect against behavioral 
disruption, which was once again found to be the most sensitive and reliable biological 
endpoint. Without saying that behavioral disruption is a -thermal” effect, it was noted that 
behavioral disruption in laboratory animals was accompanied by a core temperature increase 
of approximately 1 °C and the effect, regardless of the interaction mechanism, was reversible. 
Effects reported to be non-thermal, e.g., modulation specific effects such as changes in 
calcium efflux from chick brain tissue, were again considered but it was the consensus of the 
Risk Assessment Working Group that such effects were inconsistent, could not be related to 
human health, and, therefore, not useful for standard setting. It was also the consensus of the 
Risk Assessment Working Group that a safety factor of 10 to account for dosimetric, 
biological and other uncertainties would provide an adequate margin of safety, thereby 
yielding a basic restriction of 0.4 W/kg in terms of whole-body average SAR. 



Figure 12-2. Graphical depiction of the ANSI/IEEE literature evaluation process. 


Unlike C95.1-1982, however, which consisted of a single tier that was considered 
protective of all, the SC4 Societal Implications Working Group recommended following 
NCRP and including a separate lower tier for exposures that take place in uncontrolled 
environments. Their recommendation was based on the following argument (IEEE C95.1, 
1991): -To some, it would appear attractive and logical to apply a larger, or different, safety 
factor to arrive at the guide for the general public. Supportive arguments claim subgroups of 
greater sensitivity (infants, the aged, the ill, and the disabled), potentially greater exposure 
durations (24-hr/day vs. 8-hr/day), adverse environmental conditions (excessive heat and/or 
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humidity), voluntary vs. involuntary exposure, and psychological/emotional factors that can 
range from anxiety to ignorance. Non-thermal effects, such as efflux of calcium ions from 
brain tissues, are also mentioned as potential health hazards” (IEEE C95.1, 1991, p. 23). 
However, this is followed by —Fhe members of Subcommittee IV believe the recommended 
exposure levels should be safe for all, and submit as support for this conclusion the 
observation that no reliable scientific data exist indicating that: 

(1) Certain subgroups of the population are more at risk than others 

(2) Exposure duration at ANSI C95.1-1982 levels is a significant risk, 

(3) Damage from exposure to electromagnetic fields is cumulative, or 

(4) Nonthermal (other than shock) or modulation-specific sequelae of exposure may be 
meaningfully related to human health” (IEEE C95.1, 1991, p. 23) 

and -no verified reports exist of injury to human beings or of adverse effects on the health of 
human beings who have been exposed to electromagnetic fields within the limits of frequency 
and SAR specified by previous ANSI standards, including ANSI C95.1-1982” (IEEE C95.1, 
1991, p. 23). Thus, any scientific justification for the lower tier is tenuous at best. However, 
the C95 standards are developed through an open consensus process and the majority of the 
voting members agreed that a lower tier is appropriate. 

The lower tier was derived by reducing the upper tier value by a factor of 5, at least in 
the resonance region where SAR is important resulting in a whole-body average SAR of 0.08 
W/kg. However, unlike other standards and guidelines that set limits based on population 
groups, i.e., an upper tier for occupational exposure and a lower tier for exposure of the 
general population, the committee concluded that it would be more meaningful to address the 
exposure environment rather than the exposed population to help clarify the assignment of an 
appropriate set of limits to personnel, particularly in the workplace. Thus, the derived limits 
of the upper tier, now referred to as maximum permissible exposure values (MPE) to be 
consistent with the use of the term in other standards relating to non-ionizing radiation 
protection, e.g., the laser safety standards ANSI Z136.1 and IEC 60825, apply to exposures in 
controlled environments', the MPEs of the lower tier apply to exposures in uncontrolled 
environments. Controlled environments are considered locations where exposures may be 
incurred by individuals who are aware of and have control of their potential for exposure, e.g., 
as a concomitant of their employment, or by other cognizant persons; uncontrolled 
environments are locations where there is exposure of individuals who have no knowledge or 
control of their exposure (in living quarters, offices or in workplaces where there are no 
expectations that exposure levels may exceed the MPE recommended for lower tier). See 
Figure 12-3 for graphical representation of the IEEE C95.1-1991 MPEs. 
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Figure 12-3. Graphical representation of the C95.1-1991 MPEs expressed in terms of the E-field 
equivalent plane wave power density. 


In addition to a lower tier and the use of exposure environments rather than exposed 

populations, a number of other significant changes appear in the 1991 revision of ANSI 

C95.1-1982. These include the following: 

1. Increasedfrequency range : The frequency range of the 1982 C95.1 standard is 300 kHz to 
300 GHz; the frequency range of the 1991 standard is 3 kHz to 300 GHz. 

2. Magnetic field limits'. The magnetic field limits, which correspond to the equivalent free- 
space power density of the RFPGs in the 1982 standard, were relaxed in the 1991 standard 
at frequencies below 3 MHz in order to more realistically reflect the contribution of the 
magnetic field to the SAR. 

3. Power density limits at quasi-optical frequencies'. The MPEs in terms of incident power 
density were relaxed from 5 mW/cm 2 , the value in the 1982 standard for frequencies 
above 1.5 GHz, to 10 mW/cm 2 for frequencies above 3 GHz (exposures in controlled 
environments) and for frequencies above 15 GHz (exposures in uncontrolled 
environments). This more realistically reflects biological effects associated with surface 
heating where the penetration depth is comparable to that of infrared radiation (IR). This 
is consistent with the corresponding MPEs at IR wavelengths found in the laser safety 
standards, e.g., ANSI Z 136.1 and IEC 60825, for exposure to large area beams (greater 
than 1,000 cm 2 ) (ANSI, 2007; IEC, 2001). 

4. Averaging time : More realistic averaging times are incorporated in the 1991 standard in 
order to address a number of issues including exposure to short high peak power pulses. 
The averaging time is as follows: In the frequency region where surface heating 
predominates, the averaging times decrease with increasing frequency. For exposures in 
controlled environments, the averaging time now decreases from a value of 0.1 h at 15 
GHz to 10 s at 300 GHz and decreases from 0.5 h at 15 GHz to 10 s at 300 GHz for 
exposures in uncontrolled environments. The shorter averaging time mitigates against 
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conditions where skin bums could occur from short but intense exposures to small areas of 
the skin, which would be permitted with the longer averaging times found in the NCRP 
recommendations and the 1982 ANSI C95.1 standard. For example, an averaging time of 
0.1 h at wavelengths where the penetration depth is comparable to that of the far-IR would 
allow a 0.5-s exposure to small areas of the skin that exceeds the 1.2 - 2.4x10 4 mW/cra 2 
skin bum threshold reported by Evans et al. (1955). At 300 GHz, the 10-s averaging time 
is consistent with the corresponding averaging time at 300 GHz found in the laser safety 
standards and guidelines. 

5. Peak power limits : Peak power limitations have been incorporated to preclude high 
specific absorption (SA) that could result from exposure to increasingly short, high- 
amplitude pulses. Specifically, for exposures to pulsed RF fields of pulse durations less 
than 100 ms and frequencies in the range of 100 kHz to 300 GHz, the MPE in terms of 
peak power density for a single pulse is limited to the MPE (under normal averaging time 
conditions) multiplied by the averaging time in seconds, divided by five times the pulse 
width in seconds, i.e., 

„ , , MPEx Time (seconds) 

Peak MPE =- 1 -—. 

5 x Pulsewidth (sec onds) 

If more than five pulses occur during the averaging time, normal time averaging will 
further reduce the permissible peak power. In addition, a peak E-field limit of 100 kV/m 
is included and takes precedence over the SA limits above. The peak power limits are 
based on the literature on the evoked auditory response in humans (microwave hearing) 
and RF energy induced unconsciousness (stun effect) in rodents. The SA limits are 
conservative with respect to the stun effect but the peak power density limits are above the 
threshold for microwave hearing, which while annoying, is not considered harmful. 

6. Partial-body exposure : Most situations, particularly in the workplace, exposures are to 
non-uniform fields over portions of the body and not to uniform plane-wave fields. It was 
therefore decided that it is appropriate to address such situations with criteria that would 
allow relaxation of the MPEs under partial-body exposure conditions. Specifically, the 
spatial peak mean squared field strengths and the equivalent power density permitted 
under partial-body exposure conditions are allowed to exceed the spatial average (as 
averaged over the projected area of the body), as a function of frequency, up to a factor of 
20 times. This relaxation is based on animal studies and dosimetric studies which show 
that under uniform plane-wave exposure conditions, the spatial peak SAR exceeds the 
whole-body average SAR by a factor of about 20 times. The use of the partial-body 
relaxation provision is limited because of the accompanying caveat -The following 
relaxation of power density limits is allowed for exposure of all parts of the body except 
the eyes and the testes” (IEEE C95.1, 1991, p. 20). This precludes practical 
implementation in many exposure scenarios. The reasoning behind inclusion of the caveat 
was concern that at frequencies where the penetration depth was comparable to that in the 
IR portion of the spectrum, the relaxation would allow exposures to the eye that would 
exceed the IR MPEs for the eye and skin in the laser safety standards—even with the 
reduced averaging time. 

7. Induced and contact current limits : Induced and contact current limits are incorporated to 
protect against surface effects (e.g., shocks and bums) associated with electric-field 
induced currents which predominate at frequencies below a few MHz. For the controlled 
environment, the maximum contact current and the induced RF current through each foot 
is limited to 1000/mA (0.003 </< 0.1 MHz) and 100 mA (0.1 MHz </< 100 MHz) and 
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to 450 /mA (0.003 </< 0.1 MHz) and 45 mA (0.1 MHz </< 100 MHz) for the 
uncontrolled environment. The averaging time is 1 s. Guidance is also included on how 
measurements of foot and contact current should be performed. 

8. Minimum measurement distance : In order to minimize the problem of proximity effects, 
i.e., erroneous measurement results associated with coupling between the sensor (antenna) 
elements in the instrument and the reactive fields from re-radiating structures, a minimum 
separation distance of 20 cm from any object is recommended. 

9. Low power device exclusion : This exclusion pertains to devices that emit RF energy 
without control or knowledge of the user. It is generally applied to hand-held devices 
such as two-way radios. Specifically, at frequencies between 100 kHz and 450 MHz, the 
MPE may be exceeded if the radiated power is 7 W or less for the controlled environment 
and less than 1.4 W for the uncontrolled environment. At frequencies between 450 and 
1500 MHz, the MPE may be exceeded if the radiated power is 7(450//) W or less for the 
controlled environment and less than 1.4(450/) W for the uncontrolled environment. This 
exclusion does not apply to devices with the radiating structure maintained within 2.5 cm 
of the body, e.g., personal wireless communication devices such as mobile telephones. 

10. SAR Exclusions'. As in the 1982 standard, the SAR exclusion allows exposures in excess 
of the MPEs if it can be shown by reliable means (e.g., laboratory studies) that the whole- 
body average and peak spatial-average SAR (basic restrictions) are not exceeded. Unlike 
the SAR exclusions in the 1982 C95.1 standard, which were applicable over the entire 
frequency range of 300 kHz to 300 GHz, and did not specify a geometric shape for the 1-g 
averaging volume for localized exposure, the 1991 standard specifies a realistic frequency 
range of 100 kHz to 6 GHz and an averaging volume in the shape of a cube to eliminate 
the problem of grossly overestimating the peak spatial-average SAR at frequencies where 
the depth of penetration is superficial, i.e., at millimeter-wave frequencies. Limiting the 
frequency range to that where SAR is meaningful and assigning a cubic geometry to the 
averaging volume more accurately represents the potential for hazard. The reco mm ended 
whole-body average SAR exclusion for exposures in controlled environments remains the 
same as that for the single-tier exclusion in the 1982 C95.1 standard, i.e., 0.4 W/kg (but 
applicable over the narrower frequency range indicated above). The corresponding value 
for exposures in uncontrolled environments is 0.08 W/kg. The peak spatial-average SAR 
is 8 W/kg and 1.6 W/kg for the uncontrolled and uncontrolled environments, respectively 
(but applicable over a narrower frequency range and averaged over any 1 -g of tissue in the 
shape of a cube). The following additional SAR exclusion is included: for exposure of the 
extremities, i.e., the hands, wrists, feet and ankles, the MPEs can be exceeded provided the 
peak spatial-average SAR of 20 W/kg (controlled environment) and 4 W/kg (uncontrolled 
environment) in any 10-g of tissues in the shape of a cube is not exceeded (and the 
induced current and contact current limits are not exceeded). 

Compared with the RFPGs found in the 1982 C95.1 standard and the NCRP 
recommendations, the 1991 MPEs are far more complex and sophisticated. The complexity in 
application and measurement is more than offset by having scientifically defensible limits that 
realistically address known RF hazards by ensuring that the thresholds for adverse effects are 
not exceeded. 

The 1991 standard was approved by the IEEE Standards Board in 1991 and published 
in 1992. It was also approved for use as an American National Standard by ANSI in 1992. At 
the time IEEE C95.1-1991 was approved, SC4 had 125 members; approximately 72% from 
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the research community (including university, military and public health service laboratories), 
the rest from industry (~10%), industry (consulting -3%), government (administration ~4%), 
and general public and independent consultants (-11%). At the same time C95.1-1991 was 
approved, IEEE C95.3-1991 was also approved (IEEE C95.3, 1991). C95.3-1991 was 
developed by SCI (Techniques, Procedures, and Instrumentation) and replaces ANSI C95.3- 
1973 (ANSI, 1973) and ANSI C95.5-1981 (ANSI, 1981). This recommended practice 
describes instrumentation, measurement techniques and computational techniques that can be 
employed to assess compliance with the basic restrictions and MPEs of the C95.1 standards. 

In 1997, C95.1-1991 was reaffirmed (without change); in 1999, Supplement 1 was 
approved to address certain ambiguities in the 1991 standard. A definition of spatial average 
and recommendations on how spatial average should be measured, i.e., by scanning (with a 
suitable measurement probe) a planar area equivalent to the area occupied by a standing adult 
human (projected area), is included in Supplement 1. Also, the averaging time for induced 
and contact current was increased from 1 s to 6 min for frequencies where heating 
predominates, i.e., above 100 kHz, and rms ceiling values of 500 and 220 mA for the 
controlled and uncontrolled environments, respectively, were added as were E-field limits 
(expressed as a percentage of the MPEs) below which induced current measurements are not 
required. A detailed description of how induced and contact current should be measured was 
also added. There were also a number of other changes including the clarification of 
averaging volume as it applies to average spatial-peak SAR, clarification of the term radiated 
power as it applies to low-power hand-held devices, and clarification of the measurement 
distance requirements for certain direct radiators (the separation distance for measurements 
made in proximity to any directly radiating structure or any of its attachments was reduced to 
5 cm but remained at 20 cm for indirect radiators and reflectors). 

In 2004, a request from IEEE SCC34 led to the development of an amendment 
(C95.lb-2004) that helped clarify issues relating to the determination of the peak spatial- 
average SAR associated with the use of hand-held mobile transceivers intended to be 
operated placed against the side of the head. This amendment, which was approved in 2004, 
assigns the same basic restrictions to the pinna as those applicable to the extremities, i.e., 
peak spatial-average SAR values of 20 and 4 W/kg, for the controlled and uncontrolled 
environments, respectively, averaged over any 10 g of tissue in the shape of a cubical volume 
surrounding an evaluation point. For this purpose, the evaluation point is defined as -either 
the geometric center of the electric field probe sensors at a site used for experimental SAR 
measurement, or the location of the incremental volume (voxel) in a numerical computation.” 

12.7 International Commission on Non-Ionizing Radiation Protection (ICNIRP) 

Guidelines 

The most commonly used standards throughout the world are based on the IEEE C95 
standards, the recommendations of the National Council on Radiation Protection and 
Measurements (NCRP), and the guidelines of the International Radiation Protection 
Associations (IRPA) International Commission on Non-Ionizing Radiation Protection 


22 IEEE SCC34 was a standards coordinating committee established in 1995 to develop product standards relative to the safe 
use of electromagnetic energy. At the time, SCC34 SC2 was developing a standard (IEEE 1528) for measuring the peak 
spatial-average SAR from RF-emitting devices intended to be operated while placed next to the head (mobile telephones). 
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(ICNIRP). 23 Like IEEE and NCRP, ICNIRP is an organization with established scientific 
committees that review the literature and make recommendations regarding exposure to 
RF/microwave energy. The most recent ICNIRP guidelines were approved in November 
1997 and published in 1998 (ICNIRP, 1998). At the time the guidelines were developed, the 
Commission included the participation of 17 scientists and 11 external experts from 12 
different countries, including Sweden, Australia, Great Britain, Germany, Poland, and the US. 
Like IEEE and NCRP, ICNIRP carried out an extensive review and interpretation of the 
literature, from which exposure guidelines were developed. As in the case of the ANSI, IEEE 
and NCRP committees, the ICNIRP guidelines are based on studies reporting established 
effects. In agreement with the rationale of C95.1-1991, ICNIRP also found that the 
established effects that should be used for developing exposure criteria were surface effects at 
the lower frequencies, e.g., electrostimulation, shocks and bums, and effects associated with 
tissue heating at the higher frequencies. Although a number of in vitro studies were reviewed, 
the focus was on in vivo studies. A number of epidemiological studies of reproductive 
outcome and cancer were reviewed, but because of the lack of adequate exposure assessment 
and inconsistency of results these studies were found to be of little use for establishing 
science-based exposure criteria. Studies reporting athermal effects, including -window 
effects,” e.g., effects associated with ELF amplitude modulated (AM) RF fields, were also 
considered, but ICNIRP concluded -Overall, the literature on athermal effects of AM 
electromagnetic fields is so complex, the validity of reported effects so poorly established, and 
the relevance of the effects to human health is so uncertain, that it is impossible to use this 
body of information as a basis for setting limits on human exposure to these fields” (ICNIRP, 
1998, p. 507). 

Like the ANSI/IEEE and NCRP committees, ICNIRP determined that SAR is the valid 
dosimetric parameter over the broad whole-body resonance region and also found that the 
most reliable and sensitive indicator of potential harm was behavioral disruption, with a 
threshold SAR of 4 W/kg. A safety factor of 10 was incorporated for exposure in the 
workplace, and an additional factor of 5 for exposure of the general public yielding maximum 
whole-body average SAR values of 0.4 and 0.08 W/kg, respectively (called basic restrictions). 
In addition, basic restrictions in terms of peak spatial-average SAR of 10 and 2 W/kg 
averaged over any 10 g contiguous tissue are recommended for localized exposure. The 
somewhat less arbitrary ICNIRP peak spatial-average SAR limits are thought to be based on 
effects to the eye. Specifically, the threshold associated with the induction of lens opacities in 
the eyes of rabbits has been shown to be greater than 100 W/kg. The mass of the eye is about 
10 g - by incorporating safety factors of 10 and 50 times, the resulting peak spatial-average 
values are 10 and 2 W/kg averaged over any 10 g of contiguous tissue for occupational 
exposure and exposure of the public, respectively. 

There are also a number of differences between the ICNIRP derived limits (called 
reference levels) and the MPEs found in the 1991 IEEE standard but these differences are 


As indicated on their website -ICNIRP‘s beginnings go back to 1973 when, during the 3rd International Congress of the 
International Radiation Protection Association (IRPA), for the first time, a session on non-ionizing radiation protection was 
organized” (ICNIRP, 2007, p. 1). This was followed in 1974 by the formation of a working group on non-ionizing 
radiation, in 1975 by a study group to review the field of non-ionizing radiation, in 1977 by the creation of the International 
Non-Ionizing Radiation Committee (INIRC), and in 1992 ICNIRP was chartered as an independent non-profit scientific 
body. ICNIRP is also a formally recognized non-governmental organization in non-ionizing radiation for the World Health 
Organization and the International Labour Office. The work of ICNIRP is carried out by the main Commission, with 
support of consulting members and four Standing Committees; Epidemiology, Biology, Physics and Engineering and 
Optical Radiation. 
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mostly related to engineering issues, e.g., models used to relate the incident fields to the basic 
restrictions, and differences in philosophy of determining safety factors, and not with any 
specific biological response or its threshold. Differences between the ICNIRP guidelines and 
the C95.1-1991 standard include a broader frequency range for the ICNIRP guidelines (0 to 
300 kHz 24 compared with 3 kHz to 300 GHz for C95.1-1991), different values for the induced 
and contact current limits, a slightly higher basic restriction for localized exposure, (10 and 2 
W/kg for the upper and lower tiers, respectively, compared with 1.6 and 8 W/kg in C95.1- 
1991), a different averaging volume for the localized exposure basic restriction (-over any 10 
g of contiguous tissue” compared with -over any 1 g of tissue in the shape of a cube” in 
C95.1-1991, a broader resonance region (10 to 400 MHz compared with 30 to 300 MHz in 
C95.1-1991), a broader frequency range over which SAR applies (100 kHz to 10 GHz 
compared with 100 kHz to 6 GHz in C95.1-1991), and lower peak-power limits. The ICNIRP 
peak power limits are based on the evoked auditory response (microwave hearing) whereas 
the C95.1-1991 limits are based on the stun-effect in small animals (with a suitable margin of 
safety). That is, while ICNIRP considers -^nicrowave hearing” a harmful effect, it is 
considered a possible annoyance in the C95.1-1991 standard—but not a hazard. There are a 
number of other minor differences. 

12.8 IEEE Process 

Compared with other committees that develop recommendations and guidelines for 
exposure to RF/microwave energy, e.g., ICNIRP and NCRP, C95 committees are by far the 
largest, most innovative, and had the greatest influence on RF/microwave safety standards 
worldwide (Petersen, 1999). The subcommittees are open to anyone with a direct material 
interest and the standards development process has always been open, formal and transparent 
at every level, i.e., the process is different from that of other committees, such as ICNIRP and 
NCRP, which tend to be closed, informal and somewhat non-transparent. While the 
committee operated as an ANSI committee during the development of the 1991 C95.1 
standard, then as an ANSI Accredited Standards Committee, then, during the last two years a 
committee sponsored by the IEEE SASB, in each instance it was subject to the formal rules of 
the sponsoring organization to ensure due process at every level. In order to understand how 
the IEEE committees function, the process will be described briefly before discussing the 
latest revision of the C95.1 standard (IEEE C95.1-2005). 

The standards coordinating committees that operate under the sponsorship of the IEEE 
SASB must rigidly adhere to the policies and procedures of the IEEE, IEEE SASB and the 
approved polices of the committees. In general, the process begins with the submittal of a 
Project Authorization Request (PAR) to the New Standards Committee (NesCom), a standing 
committee of the IEEE SASB. (See Figure 12-4 for a flowchart that depicts the process.) The 
PAR outlines the scope and purpose of the proposed standard, the reasons for developing the 
standard, the number of members of the working group, when the draft will be ready for 
sponsor ballot, potential conflicts with the scope of other standards or standards projects, plus 
a number of other questions that must be answered by the submitter. Once deemed complete 
and accurate by NesCom, a recommendation can be made to the SASB for approval. 
Following SASB approval, the working group (in this case SC4) can move forward with the 
development of drafts. In accordance with IEEE SASB and ICES procedures, the 
membership of SC4 consists of volunteers representing all stakeholders (membership is open 
to all parties with a direct material interest - IEEE membership is not required). The 


24 Basic restrictions are provided over the frequency range extending from -up to 1 Hz” to 300 GHz. 
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membership of SC4 consists of volunteers in engineering, physics, statistics, epidemiology, 
life sciences, medicine, and the public with a balance of representatives from government, 
industry, academia, and the general public. This wide-ranging participation, including 
thorough discussions and open decision making, is the hallmark of the process that led to 
C95.1-2005 (IEEE C95.1, 2006). 



Figure 12-4. Flowchart of IEEE process for development of C95.1 standards. 

When a draft is finally approved by the working group, following the same process 
mandated for sponsor balloting described below, (except that balloting is carried out by 
SC4—not the IEEE SA Balloting Center), the draft is submitted to the IEEE SA Balloting 
Center for sponsor ballot (i.e., by the parent committee - SCC28). Sponsor balloting begins 
when the IEEE Balloting Center notifies members of the balloting pool that a standard is 
ready for sponsor ballot and invites members to join the Ballot Group for that standard. The 
balloting pool consists of the parent committee members (SCC28 - now Technical Committee 
95 of the IEEE International Committee on Electromagnetic Safety—ICES) plus all 
interested parties that may have joined the balloting pool. The balloting pool is open to any 
IEEE Standards Association (IEEE SA) member, or any non-member who elects to pay a 
nominal fee to vote and receive drafts. Members of the parent committee who wish to vote, 
but are not members of the IEEE SA, first have to be approved by the SASB. Requests from 
the sponsor chair to the SASB secretary outlining why these individuals should be permitted 


In order to provide a better description of the international aspects of its activities, the name -EEEE International 
Committee on Electromagnetic Safety” (ICES) was approved for use by the IEEE SASB in 2000. Then, in March 2005, 
the IEEE SASB approved a new committee, still called ICES, which includes two technical committees: TC34 (formerly 
SCC34) and TC95 (formerly SCC28). This new committee operates as a standards coordinating committee (SCC39) 
under the sponsorship of the IEEE SASB. Currently the membership of the two technical committees (not including 
subcommittee members) stands at approximately 150 professionals, with a balance of disciplines and a balanced 
representation from the medical, scientific, engineering, industrial, government, and military communities, representing 26 
countries. ICES is now international and influence of the C95 standards is now global in scope. Through the World Health 
Organization^ standards harmonization effort, ICES is working closely with other expert groups toward the development a 
single science-based global standard. 
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to vote, what they bring to the committee, etc., are usually placed on the consent agenda of the 
next quarterly SASB meeting and, unless pulled off for discussion, are approved with the 
agenda. During this time the standard usually undergoes a mandatory editorial review by 
IEEE Standards Department project editors, a review by SCC10 (Terms and Definitions - to 
ensure that all terms and definitions are in accord with IEEE definitions where such 
definitions exist), SCC14 (Quantities, Units, and Letter Symbols - to ensure consistent use of 
units and letter symbols), and, in some cases, a legal review. 

Approval at the sponsor level requires a 75% response from the members of the Ballot 
Group (including abstentions) and 75% affirmative votes (the ratio of positive to positive plus 
negative votes) after ballot resolution. Attempts must be made to resolve every negative 
ballot and every substantive comment that accompanied a ballot, and their resolution (by an 
ad hoc ballot resolution working group) must be circulated to the Ballot Group to allow each 
member to confirm, change his or her vote or comment (only on issues raised during the 
initial ballot or previous recirculation ballot). Once a consensus is achieved the standard, 
ballot results, copies of the PAR, copies of the recirculation ballots, ballot resolution, and 
other relevant material are submitted to the SASB Review Committee (RevCom), also a 
standing committee of the IEEE SASB. RevCom reviews the scope of the standard to ensure 
that it is in accord with the scope of the PAR, that the draft has gone though legal review 
(when necessary), editorial review, review by SCC10, and SCC14 and that the Policies and 
Procedures of the sponsor and those of the IEEE SASB have been meticulously followed to 
ensure that the process was open, transparent, and due process was afforded at every level. 
When these conditions are met, RevCom can deem the ballot valid and recommend approval 
by the IEEE SASB. (RevCom deals only with procedural issues—not technical issues.) Once 
approved, the draft standard becomes an IEEE standard and is forwarded to ANSI for public 
comment and recognition as an American National Standard. Because of the potential 
sensitivity of the C95 standards, ICES Policies and Procedures require formal balloting at the 
working group level adhering strictly to IEEE SASB procedures, i.e., all members of SC4 are 
invited to join the ballot group, all comments submitted with each ballot are addressed, each 
revised draft resulting from ballot resolution and all comments and their disposition are 
circulated to all members of the ballot group to allow them to reaffirm or change their original 
vote. 

12.9 IEEE C95.1-2005 

C95.1-2005 is far more detailed and inclusive than its predecessor C95.1-1991. The 
2005 standard is divided into two major parts—normative and informative. The normative 
part contains the scope and purpose, the normative references, definitions, recommendations 
(basic restrictions and MPEs), rules for assessing compliance and the role of an RF safety 
program. The informative part contains seven Annexes. The first three explain the revision 
process, summaries of the literature by biological endpoint, and the rationale for the revision. 
Examples of practical applications of the standard to typical exposure situations are also 
included as is a glossary of commonly used terms, the bibliography of seminal papers from 
the International EMF Project (IEEE/WHO) database that are cited in establishing the basic 
restrictions and thresholds, and a bibliography of other cited publications. 

At the time C95.1-2005 was approved, SC4 had 132 members, 42% from outside the 
US representing 23 countries. Of the 132 members, 36 were from academia, 56 from 
laboratories and administrative branches of federal agencies and the Department of Defense, 
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22 were from industry, 26 were independent consultants, and 2 represented the general public. 
Of these, 73 participated in the balloting, 57 approved, 5 disapproved with comments and 11 
abstained, resulting in 92% approval. During sponsor balloting, the Ballot Group had 59 
members, 58 returned ballots, 51 approved, 2 disapproved with comments, 1 disapproved 
without comments and 4 abstained, resulting in 96% approval. The standard has grown in 
length from less than one and one-half pages (C95.1-1966) to more than 250 pages—the 
majority of which addresses the literature reviews and evaluations and the rationale, 
particularly as it applies to changes. 

As with the earlier C95.1 standards, the revision of the 1991 standard began with the 
identification of relevant papers by the SC4 Literature Surveillance Working Group. The 
focus was on the identification of reliable studies reporting biological responses - from 
reversible effects and responses of adaptation to irreversible and biologically harmful effects. 
At the literature evaluation cutoff date, 31 December 2003, the Literature Surveillance 
Working Group identified over 2200 papers from a number of databases and inputs from 
federal agencies and other organizations that were regularly polled. Findings of studies 
published between 1950 and December 2003 were considered, including a number of studies 
reviewed for C95.1-1991. Although the literature cutoff date was December 2003, a few 
papers published in 2004 and 2005 were included. New insights gained from improved 
experimental and numerical methods and a better understanding of the effects of acute and 
chronic RF electromagnetic field exposures of animals and humans were considered during 
the evaluation process. Every attempt was made to include and to evaluate all of the relevant 
literature in the database, with emphasis on studies carried out under low level exposure 
conditions where increases in temperature could not be measured or were not expected. SC4 
agreed that only peer-reviewed papers and technical reports of original research would 
constitute the primary database on which any risk analysis would be based. Abstracts and 
presentations at scientific meetings or technical conferences were expressly excluded. A list 
of all 1143 papers that were evaluated during the development of C95.1-2005 can be found in 
Annex E of the standard. 

The literature evaluation was carried out by the Engineering, Epidemiology, In vivo, 
and In vitro Working Groups (WGs). In addition, a Mechanisms Working Group was 
established to evaluate the technical significance of particular interaction mechanisms with 
regard to standard-setting. The Engineering WG was tasked with assessing of the exposure 
systems, field characteristics and measurements, dosimetry, specific absorption rates, induced 
currents and fields, and temperature/humidity measurements and whether or not the 
information provided was sufficient to allow a full understanding of how the experiment was 
performed. 

The Epidemiology WG was originally tasked with the evaluation of each paper for 
study design and population segments, quality of the methods and implementation, merit of 
data acquisition and analysis for specific endpoints, and presence or absence of positive 
statistical associations. Similarly, the In Vivo and In Vitro WGs examined the technological 
methodologies employed in each published paper, including the exposure conditions, specific 
organ systems and/or biological endpoints, the engineering and statistical methodologies 
employed, and the relevance of each study for standard-setting. The in vitro papers typically 
emphasized possible effects at the cellular level, including those on cell viability and 


26 The complete list of papers in the IEEE/WHO database is available online at Internet site http://wwwlO.who.int/peh- 
emf/emfstudies/IEEEdatabase.cfm 
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proliferation, genotoxicity, cell transformation, molecular synthesis, and cell function; the in 
vivo papers typically examined possible effects of exposure on the whole organism or on 
specific organ systems, including effects on the embryo/fetus, reproductive ability, 
immunological system, functional alterations of the metabolic or thermoregulatory system, 
various histological endpoints, and behavioral changes. 

Many of the evaluations went through a formal process beginning with the chair of 
each WG providing copies of each paper to two independent reviewers, together with 
specially designed and approved review forms. These forms were in a computer format that 
required numerical scoring by individual reviewers for entry into a computerized database. 
When a review was completed, the reviewer gave the paper an overall technical merit rating 
on a 5-point scale. The rating scale was: Very High = 5; Moderately High = 4; Acceptable = 
3; Low = 2; and Very Low = 1. For ratings of 1 or 2, a request was made for justification for 
the low score in writing by the reviewer. Strong discordance between the two reviews of a 
given paper required a third independent review. Periodically, the chair of each WG would 
submit a summary of the completed evaluations to the Chair of the Risk Assessment WG 
(RAWG) whose charge was to evaluate the implied risk for human beings of exposure to RF 
electromagnetic fields. 

After several years it became clear that the literature evaluation process would not be 
completed on time following the formal protocol described above. While the engineering WG 
evaluated nearly all of the papers in the database and the In Vivo WG evaluated more than 
90% of their assigned papers, few epidemiology and in vitro papers were evaluated by 
members of their respective WGs because of a lack of qualified reviewers. Rather than try to 
evaluate every paper in the database following the protocol described above, certain 
individuals with considerable expertise in specific areas volunteered or were asked to prepare 
review papers and summarize their findings in specific topic areas. These included, for 
example, cancer induction or promotion, teratologic effects, ocular effects, epidemiology, 
thermoregulation, and animal behavior. In each topic area, one of the goals was to search for 
definable hazards. The texts and conclusions of the various review papers were made 
available to the RAWG; the summaries and conclusions from each review paper, which 
appear in A nn ex B of C95.1-2005, were further enhanced by 12 review papers published in 
Supplement 6, 2003 of Bio electromagnetics (Greenebaum, 2003). These included reviews of 
the epidemiology and in vitro literature. The evaluation process took advantage of all 
completed evaluations in the computerized database plus the review papers. 

The overall results of the literature evaluation and review process were used to 
determine the thresholds of individual responses and dose response functions, i.e., the lowest 
level at which a potential harmful effect occurs and the function that relates dose rate, e.g., 
SAR, to response magnitude. The weight of evidence approach was used throughout to 
develop the thresholds and dose response functions, i.e., the same approach used to develop 
guidance for assessment of risk from chemical and other physical agents known to be 
hazardous. 27 SC4 agreed that the recommendations (basic restrictions and MPEs) should 
protect against -established^ adverse^ health effects in human beings associated with exposure 
to electric, magnetic and electromagnetic fields in the frequency range of 3 kHz to 300 GHz ” 


27 

For purposes of this standard, the weight of scientific evidence is defined as -the outcome of assessing the published 
information about the biological and health effects from exposure to RF energy. This process includes evaluation of the 
quality of test methods, the size and power of the study designs, the consistency of results across studies, and the biological 
plausibility of dose-response relationships and statistical associations.” 
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(IEEE C95.1, 2006, p. 1). The term adverse health effect is defined as -A biological effect 
characterized by a harmful change in health” (IEEE C95.1, 2006, p. 4). Notes to the 
definition point out that 1) -adverse effects do not include biological effects without a harmful 
health effect, changes in subjective feelings of well-being that are a result of anxiety about RF 
effects or impacts of RF infrastructure that are not physically related to RF emissions, or 
indirect effects caused by electromagnetic interference with electronic devices” (IEEE C95.1, 
2006, p. 4), and 2) -sensations (perceptions by human sense organs) per se are not considered 
adverse effects. Thus a sensation of warmth at millimeter and other wavelengths and the 
microwave auditory effect under the underlying special conditions are not recognized as 
effects to be protected against by this standard. Painful or aversive electrostimulation 
resulting from exposure at frequencies below 0.1 MHz is treated as an adverse effect” (IEEE 
C95.1, 2006, p. 4). This definition, though somewhat narrower than the WHO definition of 
adverse effect, i.e., -A biological effect that has a detrimental effect on mental, physical 
and/or general well being of exposed people, either in the short-term or long term” (cf. WHO, 
2006, p. 7), was chosen to eliminate some of the ambiguity and subjectivity associated with 
the broader definition. 

Once the hazard threshold was identified and enough supporting information was 
available, a safety factor was applied to the threshold to derive the basic restrictions and 
MPEs based on the best available scientific information using the conservative approach 
common in standard setting. The safety factor, which is influenced by the uncertainty in the 
knowledge of the degree of hazard associated with the hazard threshold, is selected to prevent 
exceeding the hazard threshold value with a sufficiently wide margin. The magnitude of a 
safety factor in the 2005 standard ranges from unity at low frequencies, where effects 
associated with electrostimulation occur, e.g., sensation, to significantly greater values at 
frequencies where heating effects occur, i.e., above 100 kHz. In all cases, however, the 
selection of the appropriate safety factor was based on informed expert opinion after 
considering the underlying biological and engineering uncertainties applicable to the exposed 
population for a broad range of exposure conditions. 

The results of the literature evaluation and review process by the SC4 working groups 
did not provide evidence that would warrant a change in the scientific basis for the adverse 
effect level for frequencies between 100 kHz and 3 GHz. The threshold value for whole-body 
average SAR was again found to be 4 W/kg, and again the most reliable reproducible 
biological endpoint was found to be behavioral disruption of food-motivated behavior in 
laboratory animals, including non-human primates. Although this conclusion was based on 
the results of animal studies, it was agreed that whole-body average SARs above 4 W/kg 
could be potentially harmful in humans. This is the same threshold SAR and endpoint found 
during the development of C95.1-1982, C95.1-1991, the 1986 NCRP report and the 1998 
ICNIRP guidelines. The upper boundary of the frequency range over which whole-body 
average SAR is considered the appropriate basic restriction metric was reduced from 6 GHz in 
the 1991 standard to 3 GHz based on RF penetration depth calculations. Also, peak spatial- 
average SAR values were changed from 1.6 W/kg and 8 W/kg for the lower and upper tiers to 
2 W/kg and 10 W/kg, respectively, and the corresponding tissue averaging mass was changed 
from lg to 10 g. This change is based partially on the biologically based rationale of ICNIRP 
related to exposure of the eyes, the extensive theoretical biophysical research quantifying RF 
energy penetration in biological tissue, and the desire to harmonize with the ICNIRP 
guidelines where scientifically justified. 
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The rationale to set exposure limits for effects associated with electrostimulation at the 
lower frequencies and temperature-related effects at higher frequencies is explained 
thoroughly in the standard. Improved numerical and measurement methods in RF dosimetry 
have increased knowledge about the SAR-temperature relationship following RF energy 
deposition in human tissue, which is essential when assessing potential biological and health 
effects of RF exposures. A number of special considerations have been reviewed and are 
explained in detail in the annexes of the standard. 

The 2005 standard incorporates a reasonably large margin of safety and, unlike the 
earlier standards, an RF safety program is required to provide part of the margin of safety for 
those exposed above the lower tier, now called an -action level,” rather than exposures in 
uncontrolled environments. The choice of the term -action level” for the lower tier, rather 
than limits for the -general public” or -uncontrolled environment,” stems from the fact that 
the committee concluded that the weight of scientific evidence supports the conclusion that 
there is no measurable risk associated with RF exposures below the basic restrictions of the 
upper tier of this standard. The lower tier, with an additional safety factor, recognizes public 
concerns and also supports the process of harmonization with other recommendations and 
guidelines, e.g., the NCRP recommendations and the ICNIRP guidelines, and defines the level 
above which implementation of an RF safety program is recommended. The purpose of the 
action level is to initiate measures, i.e., implementation of an RF safety program as defined in 
IEEE C95.7-2005 (2006), to prevent exposures above the upper tier. (The basic restrictions 
and MPEs of the lower tier can be used for the general population.) The standard is especially 
conservative, since the safety factors are applied against perception phenomena 
(electrostimulation and behavioral disruption), which are far less serious effects than any 
permanent pathology or even reversible tissue damage that could occur at much higher 
exposure levels than those for perception phenomena (IEEE C95.1-2005, 2006). 

This revision of IEEE Std C95.1 maintains many of the characteristics of the previous 
standard but also contains a number of differences from earlier editions that address new 
dosimetry findings and that simplify the use and application of the standard. These 
similarities and differences are described in Annex C of C95.1-2005 and are summarized 
below. 

12.10 Similarities 

• All relevant reported biological effects at either low (^on-thermal”) or high 
(-thermal”) levels were evaluated. Research on the effects of chronic exposure and 
speculations on the biological significance of low-level interactions have not 
changed the scientific basis of the adverse effect level. 

• Whole-body average and peak spatial-average SAR remain the basic restrictions 
over much of the RF spectrum and remain the same as in the earlier standards and 
guidelines, i.e., 0.4 and 0.08 W/kg. 

• The MPE for exposures in controlled environments remain the same as in C95.1- 
1991. 

• The averaging time remains 6 min for frequencies below 3 GHz for effects 
associated with tissue heating; but the averaging time for effects associated with 
electrostimulation is now 0.2 s for an rms measurement (not 1 s as in the 1999 
Supplement to C95.1-1991 (IEEE C95.1b, 2004). 
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12.11 Differences 


• Both C95.1-1991 and C95.1-2005 contain two tiers. While the weight of scientific 
evidence supports the conclusion that no measurable risk is associated with RF 
exposures below the limits of the upper tier, it is impossible to scientifically prove 
absolute safety and, hence, a lower tier has been set with an extra margin of safety. 
The lower tier recognizes public concerns, takes into account uncertainties in 
laboratory data and in exposure assessment, and supports the process of 
harmonization with other standards, e.g., the NCRP recommendations and the 
ICNIRP guidelines. While the basic restrictions and MPEs of the upper tier in both 
standards apply to exposures in controlled environments; the lower tier of the 2005 
standard is now an action level, rather than specific limits for exposures in 
uncontrolled environments. This action level, above which an RF safety program 
shall be implemented to protect against exposures that exceed the upper tier, is tied 
to C95.7-2005 (RF safety programs) (IEEE C95.7, 2006). For practical purposes, 
however, the lower tier may also be used for the general public. 

• The upper frequency boundary over which the whole-body average SAR is deemed 
to be the basic restriction (i.e., the resonance” region) has been reduced from 6 GHz 
to 3 GHz. 

• The lower tier MPEs for long-term exposure are different from those in C95.1-1991 
and are in general more restrictive between 300 MHz and 300 GHz. 

• The peak spatial-average SAR values have been changed from 1.6 W/kg and 8 W/kg 
for lower and upper tiers to 2 W/kg and 10 W/kg, respectively. 

• The averaging mass for determining the peak spatial-average SAR has been changed 
from 1 g of tissue in the shape of a cube to 10 g of tissue in the shape of a cube. 

• Although implicit in previous versions of the C95.1 standard, e.g., as a SAR 
exclusion, the present standard explicitly relies on -basic restrictions.” 

• The C95.1-2005 requires the development and implementation of an RF safety 
program in controlled environments. 

• A more realistic averaging time (based on thermal modeling by Riu and Foster 
(1999) for both the upper and lower tiers has been incorporated for frequencies 
above 3 GHz to take into account penetration depth, which decays rapidly above 5 
GHz. (This resolves the need for the caveat -except for the eyes and testes” (IEEE 
C95.1, 1991, p. 20) associated with the partial-body relaxation criteria found in the 
1991 standard.) 

• The upper frequency at which maximum induced and contact currents are specified 
is now 110 MHz compared with 100 MHz in the previous standard. 

• The frequency at which the upward ramp begins for the relaxation of the power 
density limits for localized exposure has been changed from 6 GHz to 3 GHz. 

In recognition of the differing impact of exposure to particular frequencies, the 
standard provides sections devoted to three frequency bands: 3 kHz to 5 MHz, 100 kHz to 
3 GHz, and 3 GHz to 300 GHz. The limits in the first band, which protects against adverse 
effects associated with electrostimulation, overlaps the second band where the limits also 
protect against effects associated with heating. The limits in the third band protect against 
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effects associated with heating, particularly superficial heating. Differences between C95.1- 
1991 and C95.1-2005 within each of these bands are as follows: 

• 3 kHz to 5 MHz: The basic restrictions, based on effects associated with 
electrostimulation, are now provided in terms of the in situ electric fields for 
different regions of the body. Magnetic field MPEs are specified for the arms and 
legs and for the head and torso. The electric field MPE for exposure of the whole 
body has been increased for exposures in controlled environments; the 
corresponding magnetic field MPE, with separate requirements for different regions 
of the body, has been increased for exposures in controlled environments and for the 
lower tier (action level), and have been made frequency dependent. Formulas for 
determining maximum permitted peak electric fields for both in situ and 
environmental conditions are included. 

• 100 kHz to 3 GHz: The peak spatial-average SAR criteria for localized exposure of 
any tissue excluding the hands, wrists, forearms, feet, ankles, lower legs and pinnae, 
have been relaxed from 8 W/kg and 1.6 W/kg to 10 W/kg and 2 W/kg for the upper 
and lower tiers, respectively. The corresponding averaging mass has been increased 
from 1 g to 10 g of tissue in the shape of a cube. 28 The peak spatial-average SAR for 
the hands, wrists, forearms, feet, ankles, lower legs and pinnae, remains 20 W/kg for 
the upper tier and 4 W/kg for the lower tier. The contact current limits for the 
frequency range of 100 kHz to 110 MHz have been subdivided into touch and 
grasping conditions, with the grasping condition confined to the controlled 
environment. The permissible touch contact current has been reduced for both the 
controlled environment and the lower tier (action level). In the transition region 
where effects associated with electrostimulation and tissue-heating occur (100 kHz 
to 5 MHz), the basic restrictions and MPEs for both must be met. In order to 
harmonize with ICNIRP, the frequency dependence of the MPEs for frequencies 
between 300 MHz and 300 GHz has changed and the values made more stringent, 
but only for the lower tier. 

• 3 GHz to 300 GHz: The upper frequency of the SAR region has been reduced from 
6 GHz to 3 GHz to better reflect the quasi-optical nature of tissue interactions. As 
indicated above, the principal change has been in the values and frequency 
dependence of the MPEs above 300 MHz for the lower tier, but the MPE at 300 GHz 
and the corresponding averaging time remains the same as in C95.1-1991. 

As in the earlier standards, the recommendations are expressed in terms of basic 
restrictions MPEs, i.e., reference levels, investigation levels. The basic restrictions are limits 
on the in situ electric field strength for the brain, heart, extremities and other tissues (different 
limits for each) for frequencies between 3 kHz and 100 kHz, whole-body average SAR and 
peak spatial-average SAR (with relaxed limits for the extremities and the pinna) for 
frequencies between 100 kHz and 3 GHz, and incident power density for frequencies between 
3 GHz and 300 GHz. The MPEs, which are derived from the basic restrictions, are limits on 
external fields and induced and contact current. In the region where effects associated with 
electrostimulation predominate, i.e., between 3 kHz and 100 kHz (up to 5 MHz for certain 
pulsed fields), the MPEs are expressed in terms of the external electric and magnetic field 
strengths for the head and torso with separate values for the limbs. MPEs for the undisturbed 


28 

The rationale for changing the peak spatial-average SAR and averaging volume was in part the desire to harmonize with 
the ICNIRP guidelines where scientifically justified and in part based on recent theoretical biophysical research and 
thermophysiological data showing the inability of RF energy to cause significant local temperature increases in small tissue 
volumes for inducing adverse health effects 0. 
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electric field strength (absent a person) are also provided for frequencies between 3 kHz and 
100 kHz. In the region where whole-body heating predominates (100 kHz to 3 GHz), the 
MPEs are expressed in terms of the incident electric and magnetic field strengths for 
frequencies up to 300 MHz for the upper tier (exposures in controlled environments) and up to 
400 MHz for the lower tier (action level - general public) above which the MPEs for both 
tiers are expressed in terms of the plane-wave equivalent power density. In the transition 
region of 0.1 to 5 MHz, each of the two sets of MPEs and basic restrictions apply. In this 
transition region, the MPEs and basic restrictions based on heating will be more restrictive for 
long-term exposures to CW fields, while the MPEs and basic restrictions based on the effects 
of electrostimulation will be more restrictive for short-term exposure, e.g., short isolated 
pulses of low duty factor. For frequencies greater than 3 GHz, the MPEs and basic restrictions 
are expressed in terms of incident power density and are equivalent. Figure 12-5 and Figure 
12-6 are graphical representations of the C95.1-2005 MPEs for the upper tier (exposures in 
controlled environments) and the lower tier (action levels), respectively. Figure 12-7 shows a 
comparison of the C95.1-2005 MPEs (in terms of the E-field equivalent power density) with 
the corresponding MPE of the 1998 ICNIRP guidelines. Table 12-5 is a comparison of 
features of the ICNIRP guidelines with the corresponding features of IEEE C95.1-2005. 



Figure 12-5. Graphical representation of the C95.1-2005 MPEs for the upper tier in the frequency region 
where effects associated with heating predominate (from IEEE C95.1-2005, 2006). 
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Figure 12-6. Graphical representation of the C95.1-2005 MPEs for the lower tier in the frequency region 
where effects associated with heating predominate (IEEE C95.1-2005, 2006). 



Figure 12-7. Comparison of the C95.1-2005 MPEs (lower tier - expressed in terms of E-field equivalent 
power density) with the ICNIRP MPEs for the general public. The upper tier MPEs of C95.1-2005 are the 
same as the C95.1-1991 MPEs. 
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Table 12-5. Comparison of 1998 ICNIRP guidelines and C95.1-2005: Region where the predominant 
interaction mechanism is tissue heating. 


Parameter 

ICNIRP 

IEEE C95.1-2005 

Frequency range 

- 100 kHz to 300 GHz 

- 100 kHz to 300 GHz 

Recognition of whole-body resonance 

Yes 

Yes 

Incorporation of dosimetry(SAR) 

Yes 

Yes 

Database of experimental literature 

Large 

Large (-1100 citations) 

Most significant biological endpoint 

Behavioral disruption (associated with - 
1 °C temperature rise) 

Behavioral disruption (associated with - 
1 °C temperature rise) 

Whole-body average SAR associated 
with behavioral disruption 

1-4 W/kg 

- 4W/kg 

Limiting whole-body average SAR 

- Applicable frequency range 

0.4 W/kg (Occupational) 

0.08 W/kg (General Public) 

100 kHz to 10 GHz 

0.4 W/kg (Controlled Environment) 

0.08 W/kg (Action Level) 

100 kHz to 3 GHz 

Peak spatial-average SAR (localized 

10 W/kg (Occupational) 

10 W/kg (Controlled Environment) 

exposure) 

2 W/kg (General Public) 

2 W/kg (Action Level) 

-Averaging volume 

10 g of contiguous tissue 

10 g of tissue in the shape of a cube 

-Averaging time 

6 min (Occupational) 

6 min (General Public) 

6 min (Controlled Environments) 

30 min (Action Level) 

Limits for extremities 

-Upper tier 

20 W/kg (limbs) 

20 W/kg (extremities including pinnae) 

-Lower tier 

-Applicable frequency range 

4 W/kg (limbs) 

100 kHz </< 10 GHz 

4 W/kg (extremities including pinnae) 

100 kHz </<3 GHz 

Averaging time (f> 100 kHz) 

-Upper tier 

6 min (f< 10 GHz) decreasing to 10 s at 

6 min (f< 3 GHz) then decreasing to 10 s at 

-Lower tier 

300 GHz 

6 min (f< 10 GHz) decreasing to 10 s at 
300 GHz 

300 GHz) 

6 min (3 kHz </< 1.34 MHz). E 2 and H 2 
have different averaging times for 

1.34 MHz </<100 MHz but both are equal 
to 30 min at 100 MHz. For 100 MHz < f < 

5 GHz the averaging time is 30 min and 
then decreases to 10 s at 300 GHz. 

Induced and contact current limits 

-Upper tier 

-Lower tier 

-Applicable frequency range 

40 mA (limb currents) 

20 mA (limb current) 

100 kHz </< 110 MHz 

90 mA (each foot) 

45 mA (each foot) 

100 kHz </< 110 MHz 

Special criterion for modulated fields 

No 

No 

Specific limits for high peak, low 
average power pulses 

Yes—Based on evoked auditory response 
(microwave hearing”) 

Yes—Based on the stun-effect 

RF safety program 

Not specifically 

Yes-IEEE C95.7-2005. The BRs and 

MPEs of the lower tier (action level) are 
linked to an RF safety program to mitigate 
against exposures that could exceed the BRs 
and MPEs of the upper tier. 
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12.12 Other RF Standards 


There are a number of other standards available for assessing compliance with the 
C95.1 standards and the ICNIRP guidelines. These include measurement standards, such as 
IEEE C95.3-2002 (2002), which describes measurement and computational techniques for 
assessing human exposure to electric, magnetic and electromagnetic fields, instrument types 
and limitations, measurement uncertainties, plus a number of other instrument and 
measurement issues. Although the scope of the standard covers the frequency range of 100 
kHz to 300 GHz, its practical range of applicability is closer to 100 kHz to few GHz. There 
are also a number of product standards available for assessing compliance of specific 
products, such as hand-held mobile telephones intended to be operated while placed next to 
the head, with the basic restrictions (peak spatial-average SAR) found in C95.1-2005 and the 
ICNIRP guidelines. These include IEEE 1528-2003 (2003), IEEE 1528a-2005 (2006) and 
IEC 62209 (2005). These standards describe in detail the procedures for determining the peak 
spatial-average SAR in an anthropomorphic model of the human head (filled with liquid head- 
tissue simulant) by means of a robotically-controlled miniature electric field probe. 
Calibration techniques, measurement uncertainties, recipes for the tissue-equivalent liquids 
and techniques for measuring their electric properties are just a few of the issues addressed in 
these standards. These IEEE and IEC standards are in complete harmony. Neither of these 
standards specifies a specific basic restriction—they can be used for conformity assessment 
against any commonly used value and averaging mass. Similar standards are now under 
development to carry out the same assessments using numerical simulations, e.g., FDTD 
techniques. An IEC project team is now in the process of developing a standard specific to 
assessing human exposure to mobile telephone base stations. 

IEEE C95.7-2005 (RF safety programs) presents guidelines and procedures that can 
form the basis of a RF safety program for controlling hazards associated with RF sources that 
operate in the frequency range of 3 kHz to 300 GHz (IEEE C95.7-2005, 2006). C95.7 is a 
general-purpose standard with the goal of preventing potentially hazardous exposures to 
electromagnetic fields, currents, and/or contact voltages. The standard is modeled somewhat 
after the laser safety standards, e.g., ANSI Z136.1 (ANSI, 2007) and IEC 60825-1 (2001), 
where areas in which exposure may be possible are characterized into one of four exposure 
categories according to the potential risk for exposure in excess of prescribed limits and then 
specifying the appropriate controls to reduce the likelihood of over-exposure. This standard is 
designed to complement the IEEE C95 family of standards but may find use in the 
development of effective programs to ensure conformance with other guidelines, standards, or 
regulations. Warning signs and labels, which generally are part of any safety program, can be 
found in IEEE C95.2-1999 (1999). 

12.13 Summary 

Contemporary science-based RF/microwave safety standards and guidelines are based 
on in-depth evaluations and interpretations of the extant scientific literature. This is an on¬ 
going process and, as such, the recommendations in terms of safe limits of exposure evolve as 
the research becomes more focused and the quality of the research improves. The simple 
single value frequency-independent limit proposed more than five decades ago has evolved 
into the sophisticated rather complex standards and guidelines now used throughout the world. 
The biggest influence on the direction of the standards was the better understanding of 
dosimetry issues gained through the thermographic studies and numerical modeling that began 
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in the 1970‘s. This provided the means for establishing meaningful parameters for relating 
the external fields to the internal fields and provided the means for readily comparing study 
results. The concept of SAR, first proposed in 1981 for use as a basic restriction over a 
limited frequency range, led to the current whole-body average SAR 4 W/kg threshold for 
adverse effects (behavioral disruption), which has not changed even though the literature 
database has grown tremendously during that time. Although the MPEs of IEEE C95.1-2005 
may differ slightly from those of the 1997 ICNIRP guidelines, the differences are minor and 
have to do with the engineering aspects of relating the incident fields to the internal fields and 
the assigned margins of safety—not with philosophical differences in the interpretation of the 
biology. With each revision, the basic restrictions and derived limits (reference levels, MPEs) 
of the two most often cited standards and guidelines, i.e., the C95.1 standards and the ICNIRP 
guidelines, converge. 

Both the ICNIRP guidelines and C95.1 standards are living documents. If any new 
adverse effect is established which would require a change in the standard, for example, the 
standard can be promptly revised by amendments. The IEEE committee continues the 
literature surveillance and evaluation of the bioeffects research for the next revision. The 
future replacement of peak SAR by temperature or temperature increase was discussed as a 
possibility during development of the 2005 standard; dosimetry studies are now in progress to 
identify the relationship between temperature rise and peak spatial average SAR for future 
consideration. 
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13.1 Introduction 

Electromagnetic radiation sources of terahertz frequencies are currently of interest 
for numerous applications in material science, security, and medical fields (Dobroiu et 
al., 2006; Dragoman & Dragoman, 2004; Fitzgerald et al., 2002). Recent technology 
advances have led to high-brightness sources (Williams, 2006b; Williams, 2006a; Carr et 
al., 2002). Systems currently under construction and identified as terahertz sources range 
in output from approximately 100-GHz to 10-THz frequencies or wavelengths of 30 //m 
to 3 mm. Among application-specific spectroscopic investigations, optical properties of 
tissues have now been examined in this frequency range (Pickwell et al., 2004; Pickwell 
et al., 2005). 

In the employment of these new systems, safety is of interest to application 
developers, as output limitations will affect performance. Exposure limits for the 100- 
GHz to 10-THz frequency band fall within the overlapping ranges of laser safety limits 
and radio frequency limits. Commonly accepted exposure limit standards for lasers 
include the ANSI Z136.1 American National Standard for Safe Use of Lasers (American 
National Standards Institute, 2000), and the International Electrotechnical Commission 
(IEC) 80625-1 Standard (International Electrotechnical Commission IEC, 2001). These 
standards extend to a maximal wavelength of 1 mm (300 GHz). Radio frequency 
exposure limits are commonly determined from the IEEE C95.1 Standard (IEEE 2005), 
which begin with 300 GHz and extend to lower frequencies. 

Laser and radio frequency exposure limits are defined very differently. Laser 
exposure limits are typically defined by a maximum permissible exposure (MPE) which 
is expressed as irradiance [W cm ~ 2 ] for continuous-wave exposure, or radiant exposure 
[J cm~ 2 ] for pulsed exposures. The exposure limits are influenced by the exposure 
duration and wavelength of the optical radiation. Radio frequency exposure limits, or 
permissible exposure limits (PELs) may be expressed in the same units, or as maximal 
specific absorption rate (SAR), expressed in units of watts per kilogram [W kg -1 ]. In 
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order to make a meaningful comparison of exposures, it may be necessary to translate 
between values (SAR and PEL), through more detailed knowledge of the interaction of 
the radio frequency radiation and the body or tissues of interest. This is due to the fact 
that the PEL computation often requires a detailed measurement or computation of the 
beam propagation and interaction. 

Historically, safety analyses for optical laser exposures have been designed to 
define the threshold level for tissue damage, while radio frequency exposure limits have 
been based upon a psychophysical assessment of perception thresholds. To date, no 
systematic experimental studies have documented damage thresholds to living tissues in 
the terahertz range of electromagnetic frequencies (0.1 - 20 THz). Exposure limits exist 
as extrapolated estimates at the extreme bounds of current occupational safety standards 
for lasers and radio frequency sources. Additionally, there are disagreements between the 
two extrapolated values, in some temporal regions from the radio frequency side and the 
optical side, which may not be resolved until experiments are performed at the terahertz 
frequencies of concern. 

Recently, there has been renewed interest in the absorption and dispersion spectra 
of liquids (Kindt & Schmuttenmaer, 1996) at the low-frequency end (1 - 30 cm') of the 
far-infrared spectrum. This part of the spectrum is quite important as it falls between the 
microwave region and far-infrared optical region. The responses that are probed at those 
frequencies bridge the infrared-radio frequency gap between bulk dielectric relaxation, 
oscillatory, and intermolecular motions and electronic transitions. Technical limitations 
have, in the past, prevented extensive study in this region, but the advent of new 
femtosecond-pulse-initiated terahertz sources has enabled new study and analyses (Carr 
et al., 2002). 

Most relevant to the question of exposure limits to terahertz sources is the 
measurement of fundamental parameters required for the assessment of tissue heating and 
subsequent injuries. Recent works by Pickwell et al. (Pickwell et al., 2004; Pickwell et 
al., 2005) have applied a terahertz-frequency source to the detection of basal cell 
carcinoma. The data available span the frequency range of approximately 0.1 - 2.0 THz 
and represent an excellent basis for initial assessments. Here these measurements are 
applied through a more complete derivation of dielectric parameters using the Debye 
models (Yu et al., 2005), assessing propagation and absorption strengths, heat transfer, 
and subsequent damage. 

13.2 Methods 

13.2.1 Electro-Optical Properties 

Permittivity measurements at microwave to far-infrared frequencies have been 
reported for a number of electrolyte and non-electrolyte systems (Barthel & Buchner, 
1991). They expand the knowledge of processes which produce an understanding of the 
electromagnetic properties that provide insight on the interplay of orientational, 
intramolecular, kinetic, bonding, diffusional or migrational modes. To deal with 
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complicated relaxation behavior, detected through a broad-frequency coverage of 
responses, the analysis of experimental data is based upon a suite of distinct relaxation 
processes. These may be Debye processes [Equation (1)] with discrete relaxation times or 
more or less broad relaxation time distributions around the relaxation time (x,-), 
characterized by the parameters cty > 0 for symmetric and (3j < 1 for asymmetric 
distributions, with 


e(o)) = e m + (e- 6oo) 


I; 


Si 




( 1 ) 


Equation (1) contains Debye processes (a j =0,p j =1), Cole-Cole processes (0<a / < 1,/? = 1) 

and Cole-Davidson processes (a j = 0,0 < /? < 1) where n is the number of separable 

dispersion steps j of relaxation time Xy, and dispersion amplitude (e — e m ), and weight gy 
(Barthel & Buchner, 1991). 

Studies to date for terahertz imaging (Pickwell et al., 2004; Pickwell et al., 2005) 
have successfully characterized skin (epidermis and dermis) through the double-Debye 
formulation of Equation (1) over the 0.1 to 2.0 THz frequency range. This formulation of 
the dielectric properties for a given tissue are calculated by Equation (2), where 
€ s , e 2 , e<x>, Ti and r 2 are the double-Debye parameters, representing a simple expansion of 
two terms in Equation (1). 


e(o>) = £oo + 


6 S ~ e 2 _|_ e 2 - e QO 

1 + i(o t ± 1 + ico r 2 


( 2 ) 


The values of the parameters found in Table 3.5 were taken from Pickwell et al. 
(2005) for both ex-vivo epidermis and water. Expanding on the analysis of Pickwell et al. 
(2005), values for refractive index, n(a>); linear absorption coefficient, a(oj); and 
conductivity, c(oi), for water, dermis, and epidermis were derived through Equations (3 - 
8 ). 


e(o>) = e ,(&,) - ie"(o )) . (3) 

n(o>) = n(oi) — ik{co) . (4) 

( 5 ) 


n(w ) = 


Ve'2 +e" 2_ e ' 


k(w) = 


1 

Vg' 2 + e" 2 -e' 2 2 
2 


( 6 ) 
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(?) 


a(o>) = —k(co) . 

<t(co) = e 0 <n[e"(a))]. (8) 


These values, along with relative permittivity values for 0.2 to 2.0 THz, appear in Figure 
13-1. Specific values at 1 THz appear in Table 13-1. With all the values obtained, 
formulations are applied to address propagation and the subsequent derivation of source 
terms for heat transfer. 






Figure 13-1. (a) Frequency-dependent permittivity, (b) conductivity, (c) refractive index, and (d) 
linear absorption values for skin tissues and water. 
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Table 13-1. Electromagnetic and optical parameters of tissue layers employed in heat transfer 
modeling at 1-THz frequency. 


Layer Name 

Relative Permittivity 
e/e 0 

Conductivity a 
[Siemens m~ 1 ] 

Absorption ju a 
[cm -1 ] 

Water 

5.21 

129 

208 

Epidermis 

3.28 

67.8 

139 

Dermis 

4.08 

93.0 

170 


13.2.2 Heat Transfer Models 


A two-dimensional representation of tissue constructs was selected with the 
assumption of cylindrical symmetry. The model, implemented numerically, computes an 
approximate solution to the bio-heat equation, expressed in cylindrical coordinates by 
Equation (9) (Takata et al., 1977; Mainster et al., 1970). The tissue (skin) is modeled as a 
two-layer structure of large radial extent. Layer axial dimensions representative of the 
measured values for tissues are listed in Table 13-2. Each layer is assumed to be 
homogeneous in optical and physical properties, each of which is listed in Table 13-2. In 
the limit of very large area exposures, a solution was developed for the one-dimensional 
form of Equation (9), which solves only the axial dependence of temperature with time. 


dv 

P c Wt = 


kdv d f, diA d /, diA 
r~dr + dr\~dr) + 'dz\~dz) 


+ A + q . 


( 9 ) 


Table 13-2. Thermal parameters and densities of tissue layers employed in heat transfer modeling 
and water. 


Layer Name 

Layer 

Thickness 

[/jm\ 

Density 
[g cm -3 ] 

Specific 

Heat 

UfJ-'K- 1 1 

Thermal 

Conductivity 

[Wcm^K- 1 ] 

Water 

- 

1.000 

4.1868 

6.28 x 1(T 3 

Epidermis 

68 

1.210 

2.2440 

2.00 xl(T 3 

Dermis 

- 

1.060 

3.6630 

4.90 xl0“ 3 


The solution of Equation (9) represents the temperature rise [°C] in the tissue as a 
function of time and position. The source term A = A(z, r, t ), represents energy from the 

_O _ 1 _ _ 

laser absorbed per unit time and volume [J cm sec ]. The term q = q(z, r, t) represents 
energy transfer per unit time and volume from blood flow (perfusion) within the tissue \J 
cm ~ 3 sec r 1 ]. The value k = k(z) is the thermal conductivity [Jew -1 sec r 1 AT 1 ], c p = c p (z ) 
is the specific heat [J -1 g KT l ] of the layer at constant pressure, p(z) is the layer density 
[g cm -3 ], with z specifying the axial coordinate in the tissue. 

The bio-heat equation is solved numerically, employing an alternating-direction 
implicit (ADI) finite-difference method (Peaceman & Rachford, 1955) for a two- 
dimensional (2-D) solution and the Crank-Nicholson method for a one-dimensional (1-D) 
solution where the radial coordinate is ignored (Ozisik, 1994). The numerical solution is 
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performed on a grid which is uniformly spaced within the region of the beam interaction. 
A stretched-grid scheme (Takata et al., 1977) extends the computational region to limit 
boundary effects other than at the tissue-air interface. 

13.2.3 Source Term Representation 

The heat source term for the formulation of the thermal model was examined 
through two differing approaches. These approaches are labeled as an -optical model” 
and a -radio frequency model.” In the optical model formulation, the time-dependent 
solution to Equation (9) is determined for a source term, A(z, r, t ), defined by Equation 
(10). A localized heat source term was estimated from a simple linear absorption 
commonly used for optical frequencies. The time dependent amplitude is assumed to be a 
square pulse temporal profile with an optional Gaussian or top-hat spatial distribution in 
the radial coordinate. Because optical scattering within the tissue is insignificant at 
terahertz frequencies, the model ignores scattering and approximates the light 
propagation using a Beefs law approximation (Welch & van Gemert, 1995). 

A(z,r,t) = h(z, r)H 0 (A, t)n a (z, A). (10) 


This source term provides a time-dependent description of the linear absorption of 
optical energy as a function of depth in the tissue, complete with spectral and radial 
dependence of energy being absorbed. The variable A refers to the wavelength of the 
terahertz source. The function h(z,r) specifies the relative irradiance for a given position 
in the cylindrical coordinate system and includes losses due to linear absorption. This 
term also addresses the focusing of the beam through the tissues using a specified beam- 
waist location and a hyperbolic function to assign beam radius as a function of position. 
The function H 0 (A, t) provides the maximum irradiance per wavelength division at a 
given time [W cnf 2 nm~ 1 ]. The value n a {z,A) represents the absorption coefficient 
[cm 1 ] at a given wavelength within the tissue, which is determined by the tissue type at 
the given axial depth, z. 

In the radio frequency formulation of the source term, a one-dimensional finite- 
difference time-domain (FDTD) method was used to predict the SAR within single and 
multi-layer skin slab models. The FDTD method is an explicit time-domain numerical 
approach for solving MaxwelTs equations in a discretized space (Yee, 1966; Taflove & 
Hagness, 2000). This method has become widely used for predicting the electromagnetic 
fields and energy absorption rates within digital voxelized models. Equations (11-12) 
below give the FDTD update equations for the electric field (E x ) in the x direction and the 
magnetic field (H } ) in the y direction, respectively. 


E x I 



2e k 

E n + 

-1 

sPISi 



, ° k At 

1+-Z— 

a k A t 

1+-Z— 


A z 

26 k _ 


L 2 e k ] 


- 


(11) 
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Hy \k ~ 


In Equations (11-12), a is the conductivity in Siemens per meter, /u is the 
permeability in henrys per meter, and a* is the magnetic loss term in ohms per meter. 
Assuming zero magnetic loss, the localized SAR values within the tissue were calculated 
by Equation (13). The index k represents the discretized axial coordinate, z = Mz, and n 
indicates the time step, t = nht. The SAR value is subsequently defined from the electric 
field strength and the density of the tissue, as given by Equation (13). 

SAR = — . (13) 

p 

In Equation (13), p is the density, and \E\ 2 is the root-mean-square of the electric 
field. The 1-D SAR was mapped to a 2-D spatial function (Gaussian or top-hat) 
proportional to the incident irradiance distribution for cases when the 2-D heat transfer 
model was employed. 

13.2.4 Boundary Conditions 

Surface boundary conditions were addressed by Equation (14). A negative z-axis 
outward surface normal is assumed. The rate at which energy is lost through the surface 
composed of three effects. The first term on the right hand side of Equation (14) 
represents the convective loss rate from a dry skin surface due to convective heat transfer. 
The convective loss is proportional to the difference in ambient temperature and the 
tissue‘s surface temperature. The value h e represents the convective heat transfer 
coefficient \W cm~ 2 ], and v e represents the ambient temperature relative to the tissue 
baseline or core body temperature. The second term represents the radiative loss from the 
surface, proportional to the difference in temperatures to the fourth power. Here, a s is the 
Stefan-Boltzmann constant, e a is the emissivity of the tissue, and 9 and Q e are the 
absolute surface temperature and ambient temperature [Kelvin], respectively. The third 
term provides an energy loss rate from evaporation, and is defined in Equation (15). 

I z min = h e (y - v e ) + a s e a (9 4 - 9 4 ) + Q vap . (14) 


Equation (14) is important to the correct prediction of surface temperatures within the 
skin for strongly absorbed wavelengths. Equation (15) follows the approach of Torres et 
al. (1993) providing a mathematical approximation to the surface energy loss rate due to 
evaporative effects. The approach is based upon the heat and mass transfer boundary 
layer analogy for evaporative cooling. This provides a method by which the surface 
temperature behavior can be mapped to ambient temperature, and ambient relative 
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humidity. In the numerical simulation, the second term in the right-hand side of Equation 
(14) is made linear in temperature through a simple Taylor series approximation (Ozisik, 
1994). 


Qvap hfghm\_Psat(Ts ) Poo] 


(15) 


In Equation (15), Q vap is the vaporization loss term [W cm 2 ], p sat (T s ) is the 
mass density of saturated water vapor [g cm -3 ] at the temperature of the tissue surface, 
p is the density of water vapor in the the air [g cm -3 ] at the ambient temperature T e , 
h fg is the phase-change enthalpy [J g _1 ] of water at the temperature of the tissue 
surface, and h m is the convection mass transfer coefficient [cm s -1 ]. These coefficients 
are given by Torres et al. (1993), and derived from citations therein, expressed by 
Equations (16) and (17) with the air temperature, T e , expressed in degrees Celsius (Chen 
et al., 2006). In the equations below, the various numerical coefficients have units which 
produce terms of [cm s -1 ]. 

hm = - JhL rr « he (T e • 1 x 10“ 4 + 9 x 10“ 3 ) . (16) 

PaCa^e 3 

Psat(T) « T 4 • 4 x 10 -11 - T 3 • 6 x 10“ 10 (17) 

+ T 2 • 1.96 x 10 -9 + T-1.534 x 10“ 8 + 6.1098 x 10 -7 . 

Other boundary conditions include an insulating boundary at the maximum radial 
coordinate, established within the computational space at a distance at which no 
significant terahertz-source energy is transferred. In addition, the assumption that the first 
derivative of the temperature, with respect to the radial coordinate, approaches zero at r = 
0, is employed. The maximum axial coordinate (z max ) is held to a constant initial 
baseline temperature of the tissue (i.e., body temperature), selected at a depth where no 
significant source energy is transferred during the simulation. 

One important aspect of this surface boundary condition is that without a source 
term, A(z, r, t) = 0, a tissue construct initialized to a uniform temperature will develop a 
thermal gradient for most common ambient conditions. For example, a tissue construct 
with a core temperature of 37 °C placed in contact with room temperature (20 °C) air, will 
cool at the surface. This implies that one must first run the numerical model to thermal 
equilibrium to accurately represent the skin surface, or provide a steady-state, time 
independent solution. These conditions were examined for the effects on tissue response 
and predicted damage thresholds (Clark et al., 2007). As a consequence, the heat transfer 
model was employed with an equilibrium state prior to simulating an exposure to the 
terahertz beam. 
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13.2.5 Damage Models 


The potential for the thermal response of skin tissue was evaluated under the 
assumption of a single rate process model for damage. A common model in thermal 
damage studies, the activation energy and rate for tissue damage through protein 
denaturation, is measured experimentally. Measured or predicted thermal response, or 
time-temperature history of the tissue, is linked to the thermal damage rate-process and 
assigned a probability of causing tissue damage. Damage to the tissue is evaluated 
through an Arrhenius damage integral given by Equation (18). 

H(z, r) = C exp (^) dt. (18) 

In Equation (18), R is the universal gas constant, T represents the absolute 
temperature of a given coordinate at a given time, T(z, r, t), and t 1 and t 2 represent the 
initial and final simulation times used in the solution of Equation (9). The variable C is a 
normalizing constant (sec -1 ) and E a the activation energy for a reactive process 
(J Mole -1 ). Values for C and E a exist in the literature and are based upon differing 
assumptions about tissue types and geometry. Because of this, damage threshold 
parameters (C = 3.1 x 10 98 s -1 ,E a = 6.28 x 10 5 J Mole -1 ) consistent with the 
models documented in the literature (Welch & van Gemert, 1995) were selected. This 
provides a self-consistent result which can be compared to previous modeling studies 
which have been experimentally validated (Chen et al., 2005). Values of this damage 
integral approaching fl = 1, indicate irreversible thermal damage to the tissue at a given 
location for our study, and are commonly referenced as second-degree bums (Takata et 
al., 1977). 

13.3 Results and Discussion 

In order to estimate a threshold for injury for exposures of the skin to terahertz 
exposures, a number of parameters were examined to determine their effect on 
predictions of thermal response. The time-temperature response dictates the predicted 
injury threshold, and is a parameter which can be measured experimentally at the tissue 
surface or within the tissue. In addition, a comparison was made of both optical and radio 
frequency representations of source terms for the models. 

13.3.1 Energy Deposition Rates 

A central axial distribution of the SAR values used in the radio frequency 
implementation for a two-layer skin model and a uniform water slab is shown in Figure 
13-2. The increased absorption rate of energy near the interface of the epidermis and 
dermis is clearly marked. A larger absorption rate is seen near the surface, assuming an 
extrapolated water value, but with a lower absorption rate deeper in the tissues. As the 
terahertz frequencies are strongly absorbed by the surface, it is anticipated that the water 
approximation would produce larger surface temperature increases for comparable 
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irradiance levels and, as a result, lower damage thresholds. Also shown in the figure is 
the linear absorption model source term, expressed in W cm~ 3 . The trends are quite 
similar, although the common units of each representation (i.e., SAR incorporates 
density) cause a slight variation in the trends. 




Figure 13-2. Axial distribution of the source term (a) Normalized SAR (b) Linear Absorption, for 
two-layer skin model and water for a l-IFcm' 2 ,1-THz exposure along r = 0. 


Figure 13-3 provides a direct comparison of the 2-D distributions of source terms 
for the two representations. The top panel shows a 1-THz frequency SAR model energy 
deposition rate for the baseline two-layer skin model. Here the beam is a Gaussian 
distribution, 1-cm (at e -1 ) diameter, 1-W beam. The panel at the bottom shows the same 
rate for the linear absorption case. The radio frequency and optical representations agree 
fairly well, with a slightly larger source term in the epidermis layer. The radio frequency 
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representation includes the contributions of reflections at the epidermis-dermis interface. 
This is due to the fact that the FDTD method is bi-directional, while internal surface 
reflections were ignored for the optical model. 
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Figure 13-3. (top) Two layer source term from radio frequency FDTD-SAR [Wcm 3 ]. (bottom) Two- 
layer source term from linear absorption model. 

13.3.2 Thermal Response 

The thermal response of tissues was determined for a number of exposure time, 
beam diameter, irradiance magnitude, and surface boundary conditions. The parameter 
space represents a large number of permutations. Therefore, it was decided to closely 
examine a nominal exposure condition of a 1-THz frequency, Gaussian spatial 
distribution (measured at e _1 irradiance) with varying diameter and ten-second exposure 
duration. A baseline configuration with a core tissue temperature of 37 °C and an ambient 
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air temperature of 20 °C at fifty percent relative humidity was selected. From this 
nominal condition, variations of single parameters were examined. 

Figure 13-4 demonstrates a typical surface temperature within a two-layer skin 
simulation as a function of time during a 10-second, 1-THz exposure, with the peak 
Gaussian beam irradiance set to a constant 2 W cm~ 2 for each curve. The temperature rise 
at the tissue surface reaches its maximum value much more quickly for the smaller beam 
diameters, as the effects of radial thermal diffusion contribute more significantly. Beyond 
diameters of about one centimeter, little difference is seen in the thermal behavior. The 
limiting one-dimensional, or infinite extent, model result is also shown to illustrate that 
the thermal response asymptotically approaches a maximal temperature rise. This also 
illustrates the good agreement between separate model implementations (1-D vs. 2-D) for 
validation purposes. As the bio-heat equation is a linear differential equation to a first 
approximation (boundary losses are non-linear), it can be inferred that the same plateau, 
as a function of beam size, will occur for other irradiance values greater than the surface 
energy loss rate. 



Figure 13-4. Thermal response of the skin surface as a function of time for a 2-W cm' 1 , 1-THz, 10-sec 
exposure for the two-dimensional linear absorption model. 

The cooling time is also relatively short as the terahertz pulse is turned off, with 
the tissue surface returning to within approximately one-half the initial surface 
temperature rise after about 500 ms for small beams, and more slowly (over about 5 s) for 
the large-beam (1-D) limit. For these simulations, both the optical and radio frequency 
approach were compared. Results were in agreement to within about five percent in total 
temperature shift, with maximum temperature values agreeing to within about 1.0 °C. 

Initial and boundary condition effects are demonstrated by Figures 13-5 and 13-6. 
Figure 13-5 illustrates a typical equilibrium condition, demonstrating the axial 
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temperature distribution at equilibrium for the case of h e = 1.5 x 10 ~ 3 W cm~ 2 (Takata et 
al., 1977) and a perfusion rate (Welch & van Gemert, 1995) of 3.0 x 10 -3 g cm _3 s _1 
within the dermis layer, and no radiative or evaporative effects. The resultant temperature 
difference at the surface is approximately 2.4 °C. This gradient is consistent with 
measured values and numerical estimates found elsewhere in a more detailed 
examination (Clark et al., 2007). 

The boundary condition effect on thermal response of the tissue surface is 
demonstrated in Figure 13-6. Calculations in the variation of thermal response for 
conditions of 1 W cm~ 2 and 2 W cm~ 2 show that ambient temperature effect on response 
over the first ten seconds of exposure is minimal. The ambient temperature shift of more 
than twenty degrees results in less than one degree difference in the tissue maximum 
temperature response. 



Figure 13-5. Initial axial temperature distribution within a tissue simulation. 
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Figure 13-6. Effect of ambient temperature on maximum surface temperature. 

13.3.3 Injury Thresholds 

The finite-difference, heat transfer model, coupled to a linear absorption or 
FDTD-SAR source term, includes an option to search through source power and estimate 
a threshold for damage. As an initial estimate of damage thresholds for a terahertz- 
frequency source, a convergence criterion of about five percent in damage integral value 
was the exit criteria for the search. As the threshold was estimated, approximate damage 
depth was recorded along with the peak temperature rise achieved during the simulation 
of temperature response to a given frequency and exposure time. 

Figure 13-7 summarizes the estimated damage thresholds for both a 1-D model as 
well as a 2-D model for a 2 - cm Gaussian beam diameter (e _1 ), 1-THz frequency 
exposure. Estimates were made for a threshold criterion of fl = 1 at any point within the 
tissue. The figure demonstrates the effect of increasing exposure duration over the range 
of one microsecond to ten seconds. The damage trends roughly reflect the exposure limit 
trends of the ANSI Z136.1-2000 Standard (American National Standards Institute, 2000) 
for a 1-mm wavelength (0.3-THz frequency) condition, the upper wavelength limit of this 
standard. The exposure limit is shown as the dashed line in the figure. Panel (a) of the 
figure shows damage thresholds and exposure limits as a function of irradiance. Panel (b) 
of the figure illustrates damage thresholds relative to the exposure limit in terms of 
radiant exposure [J cm~ 2 ]. The figure illustrates the constant-fluence thermal damage 
threshold plateau from one microsecond to approximately one millisecond. In Figure 13- 
7, the damage thresholds remain above the exposure limit across all exposure times. At 
the shortest exposure durations, the thermal damage threshold is separated from the 
exposure limit by a factor of more than fifty. At longer durations, beyond about 100 ms, 
the 1-D prediction diverges from the 2-D model, depending upon the beam diameter. 
Larger exposures are required in this region to compensate for the radial loss and to 
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achieve sufficient temperature to induce damage. Calculations performed also 
demonstrated the effect of including a range of evaporative and radiative boundary 
conditions in the estimation of the damage threshold. The calculation shows that the 
evaporative boundary effect plays a significant role only above about one second. At ten 
seconds exposure, for example, the predicted damage threshold is increased by a factor of 
only about ten to twenty percent, due to the additional energy loss with evaporative 
cooling. Here, additional energy is required to produce the same temperature rise, and 
therefore an injury. 




Figure 13-7. Summary of computed damage thresholds as a function of exposure time for one¬ 
dimensional simulations and a 2-D simulation of 2-cm beam diameter (Gaussian distribution), 1-THz 
exposures. Panel (a) shows the threshold as irradiance (W cm' 2 ) and (b) shows the same results as 
radiant exposure (J cm' 2 ). 
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Figure 13-8. Summary of computed temperature rise at the damage threshold for a number of beam 
diameter values (Gaussian distribution), 1-THz exposures. 

Temperature response of tissue at the damage threshold was recorded for all 
calculations. The results are shown in Figure 13-8. The figure depicts the maximum 
temperature achieved during exposure for each time shown in Figure 13-7. At short pulse 
durations, the temperature increase required to injure the tissue is estimated to be near 
35 °C or approximately 72 °C in absolute temperature. The temperature required for 
damage decreases as exposure duration increases to approximately one second of 
exposure, where the temperature increase needed for damage is approximately 21 “Cora 
net tissue temperature of 58 °C. As the damage threshold irradiance is larger for the small 
beam, it was anticipated that the temperature increase would occur earlier in the pulse, as 
shown in Figure 13-9, providing a balancing area for the damage integral, and 
counteracting radial diffusion losses. 

The damage threshold as a function of beam diameter is illustrated in Figure 13- 
10. For strongly absorbed wavelengths (frequencies), a weak dependence on beam 
diameter is expected for short exposure durations. For long exposures, where heat 
transport is significant, an increase in threshold is anticipated. The figure illustrates that 
below about 10-ms exposure, a differing threshold can be seen in the calculation. Beyond 
this exposure time the threshold increases for smaller beam diameters, and for the range 
considered (0.03 cm to 3.00 cm), varies by a factor of one order of magnitude at the 
longest exposure time. The 1-D limit is approached for exposures of up to 10-s duration 
for beam diameters as small as 0.3 cm. 
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Figure 13-9. Thermal response of the skin surface as a function of time at the computed damage 
threshold for 1-THz, 10-sec exposures for the two-dimensional linear absorption model. 



Figure 13-10. Beam diameter (Gaussian e" 1 irradiance point) dependence of damage threshold for 
differing exposure durations at 1 THz. 

Figure 13-11 demonstrates the effect of various frequencies in the range of 0.2 to 
2.0 THz, for a 0.1, 1.0 and 10-s exposure for large beams. The simulations were run using 
the two-layer skin model, extrapolating linear absorption properties of the tissue using the 
Pickwell et al. (2005; 2004) data found in Table 13-1. Although there is a significant 
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change in absorption properties over this range, there is only a very weak dependence of 
damage threshold on frequency. This is due to the fact that axial thermal diffusion takes 
place quickly over the scale of the absorption, making the thermal penetration depth large 
compared with the absorption coefficient. The thermal penetration depth, z therm [cm ], can 
be estimated (Niemz, 2004) for any exposure duration from Equation 19, and is 
compared with the absorption coefficient over the frequency range of 0.1 to 2.0 THz. See 
also Figure 13-12. 




(19) 


. _ Pfv 
r 


( 20 ) 


A thermal relaxation time, r r [sec], can then be computed (Niemz, 2004) 
according to Equation (20). For example, for a 200-cm _1 absorption coefficient and 
using the thermodynamic properties of water, thermal relaxation will take place over a 
time scale of about 250 jus (see also Figure 13-12). Therefore, the damage threshold 
remains nearly a constant function of frequency in the terahertz frequency range for 
exposure durations of greater than this thermal diffusion time. Furthermore, the damage 
threshold should become nearly a constant in terms of the fluence [J cm~ 2 ] delivered to 
the surface for times much shorter than this thermal diffusion time. This is indeed 
reflected in Figure 13-7, where the log-log plot presented in panel (b) shows a nearly 
constant value below 1-ms exposure duration. 



Figure 13-11. Frequency dependence of damage thresholds for three differing exposure times for the 
1-D linear absorption model. 
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Figure 13-12. (a) Thermal relaxation times and (b) thermal penetration depth of skin tissues and 
water. 


13.3.4 Experimental Comparison 

Although no experimental data currently establish terahertz-frequency damage 
thresholds for the skin, a number of studies exist using strongly absorbed optical 
frequencies (Chen et al., 2005; Brownell et ah, 1968; Brownell et ah, 1969; Brownell et 
ah, 1971; Brownell & Stuck, 1972; Rockwell & Goldman, 1974; Bostick et ah, 2005). 
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These studies span the range of absorption coefficients of interest and should compare for 
exposure times greater than the corresponding thermal confinement time. The literature 
available for comparison includes a number of carbon dioxide laser exposure conditions 
conducted by Brownell and Rockwell, a few holmium laser exposure conditions recently 
characterized by Chen, and a single, pulsed-laser data point at deuterium-fluoride 
(multiple) wavelengths. 

The experimental data largely consist of points which can be characterized as 
large-beam exposures, near the 1-D limit presented here. Figure 13-13 shows the 
experimental data superimposed with model calculations for a 1-THz frequency beam. 
Table 13-3 provides additional experimental details regarding beam diameter, profile, 
exposure time, and lesion characterization. The experimental data compare favorably, 
and agree to within about fifty percent of the predicted threshold fluence, despite the 
widely varying wavelength and skin types. From the Brownell data, it is seen that the 
prediction is bracketed by the measured erythemia threshold and the threshold for 
immediate whitening of the skin, characteristic of a third-degree bum. The largest 
discrepancy occurs for the deuterium-fluoride short-pulse system, which disagrees by a 
factor of about three. A careful examination of the literature shows that this beam was 
highly non-uniform and perhaps subject to an overprediction of the irradiance present. 
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Figure 13-13. A comparison of 1-THz damage threshold estimates to experimental data from other 
strongly absorbed wavelengths. Citations marked with an asterisk indicate blistering threshold 
endpoints. The dashed line in the lower right is the applicable ANSI Z136.1-2000 exposure limit. 
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Table 13-3. A summary of historical experimental data for comparison to THz damage models. 


Reference 

Wave¬ 

length 

[fim\ 

[cm -1 ] 

Beam 

Dia. 

[cm] 

Exp 

Time 

[s] 

Damage 
Threshold 
[J cm~ 2 ] 

End- 

Point 

(Brownell et al., 1969) 

10.6 

260 

1.9 

0.22 

3.0 

Erythema 

(Brownell et al., 1969) 

10.6 

260 

1.9 

0.30 

3.2 

Erythema 

(Brownell et al., 1969) 

10.6 

260 

1.9 

0.37 

2.8 

Erythema 

(Brownell et al., 1969) 

10.6 

260 

1.9 

0.71 

3.3 

Erythema 

(Brownell et al., 1969) 

10.6 

260 

1.9 

1.3 

4.8 

Erythema 

(Brownell et al., 1969) 

10.6 

260 

1.9 

2.3 

5.8 

Erythema 

(Brownell et al., 1969) 

10.6 

260 

1.9 

4.1 

7.0 

Erythema 

(Brownell et al., 1969) 

10.6 

260 

1.9 

7.4 

8.9 

Erythema 

(Brownell et al., 1969) 

10.6 

260 

1.4 

13.1 

14.4 

Erythema 

(Brownell et al., 1969) 

10.6 

260 

1.4 

17.4 

12.9 

Erythema 

(Brownell et al., 1969) 

10.6 

260 

1.4 

19.9 

17.3 

Erythema 

(Brownell et al., 1969) 

10.6 

260 

1.4 

21.6 

14.9 

Erythema 

(Brownell et al., 1969) 

10.6 

260 

1.9 

0.66 

9.0 

White Burn 

(Brownell et al., 1969) 

10.6 

260 

1.9 

0.91 

9.6 

White Burn 

(Brownell et al., 1969) 

10.6 

260 

1.9 

1.1 

8.4 

White Burn 

(Brownell et al., 1969) 

10.6 

260 

1.9 

1.7 

8.0 

White Burn 

(Brownell et al., 1969) 

10.6 

260 

1.9 

2.9 

10.7 

White Burn 

(Brownell et al., 1969) 

10.6 

260 

1.9 

4.3 

10.8 

White Burn 

(Brownell et al., 1969) 

10.6 

260 

1.4 

8.4 

14.3 

White Burn 

(Brownell et al., 1969) 

10.6 

260 

1.4 

14.0 

17.0 

White Burn 

(Brownell et al., 1969) 

10.6 

260 

1.4 

23.0 

25.0 

White Burn 

(Brownell et al., 1969) 

10.6 

260 

1.4 

37.4 

32.5 

White Burn 

(Brownell et al., 1969) 

10.6 

260 

1.4 

39.6 

29.3 

White Burn 

(Brownell et al., 1971 

10.6 

260 

2.0 

3.5 xl(T 3 

0.77 

Erythema 

(Brownell & Stuck, 1972) 

10.6 

260 

1.26 

590 x10 -3 

5.60 

Blister 

(Brownell & Stuck, 1972) 

10.6 

260 

1.33 

95.4 x 10“ 3 

3.57 

Blister 

(Brownell & Stuck, 1972) 

10.6 

260 

0.80 

6.71 x 10“ 3 

1.61 

Blister 

(Brownell & Stuck, 1972) 

10.6 

260 

1.26 

275 x10~ 3 

5.60 

Erythema 

(Brownell & Stuck, 1972) 

10.6 

260 

1.33 

39.6 x 10" 3 

3.57 

Erythema 

(Brownell & Stuck, 1972) 

10.6 

260 

0.80 

4.05 x 10" 3 

1.61 

Erythema 

(Rockwell & Goldman, 1974) 

10.6 

260 

1.0 

1.0 

2.8 

Erythema 

(Chen et al., 2005) 

2.0 

20-60 

1.1 

0.25 

2.65 

Erythema 

(Chen et al., 2005) 

2.0 

20-60 

1.1 

0.5 

3.10 

Erythema 

(Chen et al., 2005) 

2.0 

20-60 

1.1 

1.0 

3.61 

Erythema 

(Chen et al., 2005) 

2.0 

20-60 

1.1 

2.5 

4.42 

Erythema 

(Chen et al., 2005) 

2.0 

20-60 

1.4 

0.25 

2.67 

Erythema 

(Chen et al., 2005) 

2.0 

20-60 

1.4 

0.5 

2.81 

Erythema 

(Chen et al., 2005) 

2.0 

20-60 

1.4 

1.0 

3.34 

Erythema 

(Chen et al., 2005) 

2.0 

20-60 

1.4 

2.5 

4.09 

Erythema 

(Ji & Liangshun, 1988) 

10.6 

260 

1.0 

180x10~ 9 

0.40 

Erythema 

(Bostick et al., 2005) 

3.8 

37 

2.0 

8.0 x 10 -6 

2.6 

Erythema 
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13.3.5 Exposure Limits 


The results here can be considered with regard to currently accepted exposure 
limits for both radio frequency and optical radiation. Figure 13-14 provides a comparison 
of radio frequency (IEEE, 2005) and laser (American National Standards Institute, 2000) 
exposure limits near the bounding 1-mm (300 GHz) wavelength (frequency). 

For the optical wavelength region of 2.6 ^m to 1.0 mm, the ANSI Z136.1-2000 
Standard dictates a time-varying exposure limit of 0.56 t~ 3 ^W cm ~ 2 for exposure times 
of 1.0 x 10 -7 seconds to 10 seconds, and a constant irradiance of 0.1 W cm~ 2 for 
exposure times greater than 10 seconds. These exposure limits are for peak exposures 
integrated and averaged over an 11-mm diameter limiting aperture. For large beam 
exposures exceeding 10 seconds in duration, where the cross-sectional area of the 
exposed region is 100 cm 2 to 1000 cm 2 , the exposure limit scales downward with area, 
to account for thermo-regulatory stress, and is given as 10A S W cm~ 2 , where A s is the 
area in cm 2 . For large-beam exposures exceeding 10 seconds, where the cross-sectional 
area exceeds 1000 cm 2 , the exposure limit is 0.01 W cm~ 2 . The impact of this scaling is 
illustrated as a rectangular box in the lower right of Figure 13-14, showing the region of 
lowered exposure limits for large beam, long-term exposures. Although the long-term, 1- 
D damage threshold approaches the ANSI Z136.1 long exposure-duration limit shown in 
Figure 13-7, this 1-D assumption also implies a large beam exposure area, for which the 
lower region of exposure limit provides compensation. As was shown in Figure 13-10, 
the damage threshold is larger as beam diameter decreases for longer exposure times. 

Radio frequency exposure limits can be determined from the IEEE C95.1-1995 
Standard (IEEE, 2005). This standard begins with 300 GHz at its upper bound and 
addresses lower frequencies. For frequency bands up to 300 GHz, the exposure limit 
values for the general public are given as [(90/ c -7000)/200] W m~ 2 , where f G is a 

frequency in GHz. The averaging time is (5048/[( 9/ c - 700)/J °‘ 476J ]) minutes for this 
exposure limit. In controlled environments, as defined by the standard, the exposure limit 
in the range of 30-300 GHz is 100 W m~ 2 , with an averaging time of 2.524// G 0 476 
minutes. These restrictions have been adopted in order to protect against tissue heating 
effects in these frequency ranges. 

For the purpose of comparing to laser standards at frequencies above 300 GHz, 
the extrapolated values for the THz region are provided in Figure 13-14, assuming that 
the same trends hold, including expressions for averaging times. As an example, the 
exposure limit values for 300-GHz to 2-THz exposure are illustrated as the three dashed 
lines in Figure 13-14. The lines are in increasing frequency order for the figure, with 2- 
THz having the lowest extrapolated exposure limit. Although the C95.1-1995 Standard 
does not specifically extend to this optical region of the spectrum, it is of interest to see 
how similar exposure limits might be extended. The figure does not illustrate the 
-Controlled Environment,” where personnel are trained in the establishment of a safety 
program and are aware of the risks. Shown is the -General Public” condition where 
persons exposed have no knowledge or control of their exposure. The General Public 
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values are the least restrictive, and were therefore selected for discussion here. We note 
that a discrepancy is introduced, resulting in an increased exposure limit, due to the fact 
that we are extrapolating beyond 300 GHz. The C95.1-1995 expressions for averaging 
time are being defined by frequency, and perhaps would require revision above 300 GHz 
such that the General Public margin of safety would be maintained. 

At short exposure times, it is also seen that the ANSI Z136.1-2000 exposure limit 
trend diverges from the predicted damage threshold curve, but the C95.1-1995 trends 
mimic the slope of these estimated damage thresholds. The damage threshold behavior is 
more accurately represented by the constant radiant exposure value of approximately 0.1 
J cm~ 2 below about 1 ms, and therefore mimics the C95.1-1995 Standard. The predicted 
temperature rise at threshold does not exceed the boiling point of water at room 
temperature and pressure, and therefore should not require an additional examination of 
ablative or other mechanisms to explain damage threshold trends. Therefore, it may be 
safe to assume that short-pulse (< 1 ms) THz exposure limits, as derived from the 
Z136.1-2000 Standard, might be relaxed to follow those of the C95.1-1995 Standard. 
This relaxation would provide the commonly accepted factor of ten between damage 
threshold and exposure limit. 

It is of interest to note comparisons in the case of the General Public exposure 
definition, where the radio frequency standard is applied to those with no knowledge of 
the exposure such as in the work environment. Here, an assumed extrapolation increases 
the permitted exposures for durations greater than a few hundred milliseconds, with a 2- 
THz exposure of about 0.1 fV cm~ 2 permitted. This extrapolation and relaxation would 
therefore contradict the laser exposure limit, which is more restrictive for long-term, 
large-beam exposures, prescribing only 0.01 W cm~ 2 as an exposure limit for these cases. 

Also of interest is the fact that radio frequency exposure limits have historically 
been based upon a psychophysical assessment of perception thresholds. With respect to 
this philosophy, warmth detection thresholds and discomfort elicitation thresholds may 
be estimated in the THz region. These can then be compared to exposure limits from both 
the C95.1-1995 and Z136.1-2000 Standards. Warmth detection thresholds in the radio 
frequency range have been shown to vary with respect to frequency (Blick et al., 1997). 
However, thermal modeling analysis of these empirical data has shown that warmth 
detection occurs at a temperature rise of 0.07 °C at or near the skin‘s surface, irrespective 
of incident frequency (Riu et al., 1996). This has been validated for exposures of a few 
seconds. Additionally, heating of the skin to 43-46 °C has been shown to evoke 
discomfort for rapid heating and slow heating, respectively (IEEE, 2005). More 
specifically, a threshold of 45 °C has been observed for evoking -pin-prick” sensation 
during a brief (3-10 sec) thermal stimulus (Hardy et al., 1952). 

These warmth detection and discomfort threshold temperatures have been used in 
order to predict the power densities required to elicit these responses in the terahertz 
region. The damage, discomfort (at 44 °C) and warmth detection thresholds at 1 THz are 
also illustrated in Figure 13-14 for comparison to exposure limits. Again, the values for 
the General Public, as given at 300 GHz, are extrapolated to 1 THz. For all exposure 
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durations up to 10 s, the C95.1-1995 Standard is adequate to prevent uncomfortable 
stimulations, but may not guard against the thermal detection of energy in the terahertz 
region. 



Figure 13-14. A comparison of various thresholds and exposure limits for frequencies near 1 THz 
(see text). 

13.4 Conclusions 

The modeling presented here provides an initial insight into injury thresholds 
from terahertz-frequency electromagnetic radiation. The computation has taken the 
approach of establishing a nominal exposure condition, based upon initial applications in 
this frequency range. From this, one can see the sensitivity of the results to various 
parameters such as exposure duration, exposure area, electromagnetic frequency, and 
ambient conditions. 

For a nominal one-second, continuous-wave exposure with a 2-cm beam 
diameter, the damage threshold for a second-degree bum to the skin is approximately 5 W 
cm ~ 2 for a 1-THz frequency. It is found that injury thresholds will vary only weakly as a 
function of frequency in the 0.1 to 10-THz range, due to the strong surface absorption 
effects on a scale less than the thermal diffusion length for exposures greater than a few 
hundred microseconds. This generalization argues for simple exposure limit definitions in 
the terahertz frequency range which are nearly constant for the region spanned by both 
laser and radio frequency exposure limits. 

Damage threshold estimates for terahertz frequencies for large beams can be 
effectively determined by a 1-D heat transfer model with appropriate source term 
definition. Damage thresholds as a function of beam size are determined to be 
independent of beam diameter above about 2-3 cm. Below this diameter, damage 
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thresholds will vary abruptly with regard to beam irradiance. Threshold estimates 
(experimental or theoretical) based upon beams of less than about 1 cm will underpredict 
damage thresholds in terms of irradiance, as they will experience significant thermal 
diffusion effects sufficient to increase the damage threshold. 

Other factors examined only weakly influenced the thermal response and damage 
threshold predictions. Ambient temperature makes only a small contribution to the 
thermal response, less than 0.2 °C for each 10 °C temperature shift within the range of 0- 
100 °C. The thermal gradient at the surface of the tissue also contributes only a small 
influence to the threshold for injury. At 1,0-s exposure, the thermal gradient at the tissue 
surface is overcome in less than 0.1 seconds. Small corrections to damage thresholds at 
short exposure durations are therefore anticipated, as energy delivered within this time 
will be required to raise the temperature of the tissue by about 2-3 °C, resulting in an 
increased damage threshold of at most about ten to fifteen percent (Clark et al., 2007) 
within the regime of thermal effects. This work has found that perfusion rates have a 
notable effect only at longer exposure durations beyond about ten seconds. At longer time 
scales it will be necessary to examine in more detail the thermo-regulatory response of 
the body as a whole. 

Finally, it is concluded that extending the accepted exposure limit from the laser 
standards at 1-mm wavelength would result in sufficient safety factors to 0.2 THz. For 
short exposure times (< 1 x 10 _3 s), it may be possible to relax laser exposure limits to 
conform to radio frequency limit trends. For longer exposure times, it may also be 
possible to relax radio frequency exposure limits to follow the laser standard guidance. 
However, it is recommended that the community await confirming experimental evidence 
from the laboratories. These experiments can be guided by this theoretical work in terms 
of selection of relevant exposure conditions and examination of sensitivity to ambient or 
other conditions. 
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